Sugar Prices Offset Meat Declines In Survey 


COLUMBUS, Ohio (AF) — Ohio food 
shoppers, mildly enjoying lower meat 
costs, lost some of these savings to 
skyrocketing sugar prices in June, an 
Associated Press survey ahowed 
today. 
In a survey of 15 Ohio cities, AF 
shoppers found sugar up another 17 per 
cent from a month earlier—a bitter 
56.3 per cent in the last six months. 
Five pounds of granulated sugar cost 
an average of $1.42 today compared to 
$1.21 on June I. 
Still, the average total cost of a 14- 
ltem food basket crept up only 1.9 per 
cent in the 30 days, principally because 
of cheaper meat. 
The 14 items in the marketbasket 
included center cut pork chops, ground 
chuck, beef frankfurters, eggs, butter, 
chocolate chip cookies, frozen orange 
juice, paper towels, peanut butter, 
detergent, fabric softener, 
tomato 
sauce, milk and sugar. 
Cities shopped included Akron, 
Athens, 
Cincinnati, 
Cleveland, 


Columbus, Conneaut, Dayton, Lima, 
Massillon, Portsmouth, Toledo, Van 
Wert, Youngstown, Coshocton and 
Zaneville. 
Total cost of such a basket averaged 
$10.70, up 20 cents from June I. The 
total 
cost 
ranged 
from 
$9.57 
in 
Massillon and $9.65 in Van Wert to 
$11.70 in lim a, $11.02 in Toledo and 
$11.00 in Conneaut. 
Pork chop prices moved narrowly 
during the month, averaging $1.39 a 
pound compared to $1.35 a month 
earlier, a slight gain, but ground chuck 
varied widely among cities. 
In Akron, Athens and Lima ground 
chuck showed gains of IO cents a 
pound, 
but 
dropped 
30 
cents 
in 
Columbus, IO cents in Youngstown and 
stayed about the same in other cities. 
The 15-city average was $1.13 a pound, 
down 3 cents from last month. 
Beef frankfurters showed the sharpest 
drop, 8.8 per cent. On June I they 
averaged $1.14 a pound compared to 
$1.05 a pound today. Prices ranged 


from 89 cents in (Coshocton to $1.29 in 
Cleveland and Columbus. 
Peanut butter, another protein source, 
appeared to be siphoning off some 
meat demand and prices for 12 ounces 
in the surveyed cities averaged an 8.65 
per cent increase- from 57 to 62 cents. 
Eggs and butter reflected the general 
upward creep of food prices. A dozen 
medium eggs averaged 50 cents today 
against 48 cents a month ago, up 4 per 
cent. Butter edged up only 1.2 per cent, 
from 81 to 82 cents a pound. 
Chocolate chip cookies, up sharply 
last month, slid off 1.7 per cent 
although sugar shot up Average cost 
was 85 cents compared to 86 cents for 
the 1412 ounces a month ago. 
Nationally, some shoppers got a 
break in .lune as the family grocery 
bill declined slightly, an Associated 
Press marketbasket survey shows. 
Most of the drop came because of 
sales on beef late in the month, urged 
by the government and the National 
Association of Food Chains as a way of 


narrowing the gap between the price 
the consumer is charged and the 
amount the farmer gets paid. 
Hie AP checked the prices of 15 food 
and nonfood items in 13 cities on March 
I. 1973, and has rechecked at the 
beginning of each succeeding month. 
The 
latest 
survey 
showed 
the 
marketbasket bill was down in nine 
cities during June, declining an 
average 2.2 per cent, and was up in 
four cities, rising an average 4 per 
cent. During May, the AP found the 
marketbasket increased in eight cities 
and declined in five The government’s 
Consumer Price Index showed food 
prices were up nine-tenths of one per 
cent in May. 
A look at the total number of items in 
the AP marketbasket showed fewer 
increases and more declines during 
June than during May. Here are the 
percentages of increases and declines: 
Mav June 
Up 30.3 26.2 
Down 21.5 26.7 


Unchanged 42.6 41.5 
Not available 5.6 5 6 
The AP survey found that since Jan. I 
the marketbasket bill has risen in eight 
cities, declined in four and stayed the 
same in one. The total bill in every city 
was higher at the end of June than it 
was on March 1,1973, up an average 15 
per cent. 


The biggest savings during June came 
from beef sales. Chopped chuck was 
down in IO cities to an average price 
per pound of $1.12 about 13 per cent 
below the $1.29 level at the end of May. 
All-beef frankfurters were down in 
nine cities. 


The average price of a pound of 
chopped chuck was virtually the same 
as it was last March 
The government reported last week 
that prices paid for meat animals 
beef and pork 
dropped 12 per cent 
from May 15 to June 15 and were 29 per 
cent below a year ago. 
The AP survey showed that sugar 


prices jumped again during June, up in 


12 of 13 cities checked The average 
price of 
a 
five-pound 
sack 
of 
granulated sugar at the end of June 
was $1 57, up 14 per cent from the $1.38 
average price at the end of May and up 
115 per cent, or more than double, from 
the 73-cent average price on March I, 
1973. 


The cities in the AP survey were: 
Albuquerque, 
Atlanta, 
Boston, 
Chicago, Dallas, Detroit. lx»s Angeles, 
Miami, New York, Philadelphia, 
Providence. KL, Salt I .ake City and. 
Seattle. 
The items. Chopped chuck, pork 
chops, frozen orange juice, coffee, 
paper towels, eggs, butter, peanut 
butter, detergent, 
fabric 
softener, 
tomato sauce, chocolate chip cookies, 
milk; all-beef franks and sugar. 
The same supermarket was used in 
each city for each check. Standard 
brands and sizes or their nearest 
equivalents were checked. 
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Discotheque 
Fire Claims 
24 Persons 


PORT CHESTER, N Y. (A P )-“In 
the beginning, there was no panic, but 
then the place filled up with smoke and 
everyone became disoriented,” says a 
worker at a discotheque where 24 
young persons died in an early morn­ 
ing fire. 
“The place was packed because there 
were a lot of people home from 
college,” added the worker, Joe 
Parsons Jr. of Stamford, Conn., in 
recounting the fatal fire early Sunday 
at Gulliver’s Restaurant. 
“Everybody started rushing toward 
the stairs,” said Judy Grella, an 18- 
year-old from Bridgeport, Conn. “We 
couldn’t see anything, we had to crawl 
up. I don’t know how we got out of 
there alive.” 
Medical authorities said ll women 
and 13 men died almost instantly o f, 
smoke inhalation and at least as many 
were injured. 
Westchester County Executive Alfred 
DelBello ordered a full investigation 
into the fire in the roadhouse on the 
Connecticut-New York border in this 
to WTI of 25,000 north of New York City. 
Several investigators advanced the 
theory that the fire broke out in a store 
rn the same building and was drawn 
into the 
discotheque 
by 
an 
air­ 
conditioning system. 
An attorney for the owners of the 
building estimated there were about 
200 persons in the discotheque w’hen 
the fire began. 
Port Chester Fire Chief Vincent 
Rathgeb said he believed most of the 
victims suffocated swiftly. Frank R. 
Arbusto, chief of the Fire Prevention 
Bureau and head of the investigation, 
said other victims apparently were 
blinded while trying to seek exits from 
the split-level building. 
Mayor Joseph F. Dzaluk said the most 
recent fire department investigation of 
the discotheque was conducted May 8, 
and no violations were reported. 
County Dist. Atty. Carl A. Vergan 
assigned his arson specialist to the 
case although there is no evidence at 
this tune that criminality- was in­ 
volved.” 
The crowd was dancing to the music of 
the “Creation” rock group. 
According to Mayor Dzaluk, ‘the 
band leader advised people on the 
dance floor that they had better leave 
when he noticed a little smoke. How­ 
ever, the crowd did not leave until the 
smoke got more intense and he began 
shouting for everyone to move out 
immediately.” 
Debbie Quick. 20, of Greenwich, 
Conn., said she started choking on the 
thick-acrid smoke as she followed the 
crowd towards stairs leading up from 
the sunken dance floor. 
“There were people being knocked 
down ahead of me,” she said. “Every 
time I took a step up somebody pushed 
me down. If somebody fell, they were 
trampled. A girl got knocked down 
next to me and a guy just stepped on 
her and walked on.” 
•.•AWA*/.* 


Daytonian Held 
In Slaying O f 
^ K in g's Mother 


F I N A L S T E P —Circleville Mayor Frank Barnhill and Chuck 
Taylor, director of Public Utilities, look over completed 
contracts for construction of the proposed Water Pollution 
Control plant for the city. With them are George Fissell and 
Dr. John Bowers of the Board of Public Utilities. Contracts 
were signed Saturday morning just ahead of a deadline 
imposed by the Federal Environmental Protection Agency 
which is funding the already $6.5 million project. 
Treatment Plant 
Contracts Signed 


ROUND TOWN 


SUMMER has arrived and the 
Ashville Fourth of July Celebration 
is in for some good old fashioned hot 
weather . . . 
The forecast is for the ther­ 
mometer to climb to the upper 80s 
today and the 90s tomorrow . . . 
We've been complaining about the 
cool wet w eather so long it will be a 
welcome relief to complain about 
hot temperatures for a while. 
W eather 


Sunny and warm today, high, mid 
80s Gear tonight, low. mid to upper 
60s Partly cloudy, warm and humid 
Tuesday, high, low 90s Probability of 
precipitation. IO per cent today, zero 
per cent tonight and 20 per cent 
tomorrow. Temperatures Sunday 
were: high, 82; low. 60. 


Contracts for the largest municipal 
project ever undertaken in Pickaway 
County, the Circleville Water Pollution 
Control Plant, were signed Saturday 
morning, just beating the deadline for 
a federal grant. 
The plant, which will be located on 
city property south of Route 22 west 
across the canal, is expected to be 
completed in 635 working days. 
Groundbreaking cerem onies are 
tentatively set for Wednesday, July 24. 
at ll a.m. 
The 
entire 
project 
will 
receive 
federal assistance on a 75-25 per­ 
centage agreement. Final approval 
was received by Circleville Public- 
Utilities Director Charles Taylor late 
Friday afternoon from the Federal 
Environmental Protection Agency in 
Chicago. 
Deadline for the contract signing 
was today. Contracts would have had 
to 
be 
renegotiated 
if not 
signed 
Saturday. 
John Guy Jr., of the J. A. Guy Inc., 
Dublin, signed the contract for heating 
and ventilating at the proposed plant 
Clarence Bittner of the Chas. H Shook 
Co., Dayton, signed as the general 
contractor. 
CrR A F F I T I 
safely j 
Kur.u**. 
fishing 
iS IHF a r t 
of almost 
doing 
no th ing 


Total of their contracts were 
$6,510,300. The electrical bid for the 
plant has not been awarded, although 
the Shook Co. is apparent low bidder. 
Representing the city were Taylor, 
Mayor Frank Barnhill, and Board of 
Public Utilities members Dr. John 
Plowers and George Fissell. 
Connecting sewer to complete the 
facility and bring the city up to 
Federal EPA standards will be 
negotiated in about three months. 
The entire facility will operate on a 
gravity 
system 
elim inating 
the 
pumping station at Ted Lewis Park. 
The only pump required will be located 
under the main plant. 
Connecting lines will be laid under 
Hargus Creek. lunes will join on the 
east bank of the Scioto River and will 
be fed through a main pipe under the 
river to the plant. 
Rap Gilligan 
On Donations 


COLUMBUS, Ohio 'AP. - A state 
legislator has criticized Gov. John J. 
Gilligan for not responding to a federal 
report questioning methods of solic­ 
iting funds of the state Democratic 
party 
Republican Rep 
Ray Luther, R-l 
Newark, called upon the governor to 
release details of his own contributions 
to federal investigators 
‘ During this recess of the General 
Assembly, I have carefully read and 
studied 
the 
GAO 
report 
of 
last 
February,” 
Luther 
said 
in 
a 
statement 
“I am shocked that no actions to clear 
up the citations of law violations has 
been taken by the governor, who has 
been busy talking out of both sides of 
his mouth on the ethics issue 
'Gilligan has been busy accusing 
other public officials of unethical and 
corrupt conduct, but he refused to 
clean up his own administration even 
when the evidence of specific viola­ 
tions has been submitted to birr. ” he 
said 


ATLANTA, Ga. (AP) — Black leaders 
say the young black student charged 
with killing Mrs. Martin Luther King 
Sr. in a blaze of gunfire during a 
church service was part of a con­ 
spiracy to assassinate civil rights 
leaders. 
Mrs. King, 69, was shot Sunday 
morning as she played ‘‘The I/ird’s 
Prayer” on the organ of the church 
where her late son, Nobel prize winner 
Dr. Mart'n Luther King Jr.. once 
preached nonviolence and brotherhood 
before his own assassination in 1968 
Before church members could subdue 
the assailant, a deacon also was killed 
and another person was wounded dur­ 
ing gunfire that sent some persons 
diving 
beneath 
pews. 
Others ran 
screaming from the church 
The Rev. Ralph David Abernathy, 
who succeeded the late Dr. King as 
president of the Southern Christian 
leadership Conference, said that when 
he went to see the accused gunman in a 
jail cell the man told him “I was on the 
list, that there was a conspiracy to get 
us all ... to get all the civil rights 
leaders.” 
Atlanta police said no evidence 
existed to support the theory, but Chief 
John Inman ordered a 24-hour guard 
placed at the home of the Rev. Martin 
Luther King Sr., who was unhurt in the 
shooting. 
Officer B F Peppers, a spokesman for 
Inman’s office, said late Sunday that 
“if there’s evidence of anyone else 
tieing involved, it hasn’t been for­ 
warded to the chief’s office at this 
time.” 
Marcus Wayne Chenault of Dayton, 
Ohio, 
a 
21-year-old 
Ohio 
State 
University student, was arrested 


shortly after the shooting and charged 
with murder. 
Assistant Police Chief J. L. Mullins 
said, ‘‘Chenault told police he received 
orders from his God to kill the Rev. 
Martin Luther King Sr. ... (and) the 
reason he shot Mrs. King was because 
she was nearest to hun.” 
Police 
searching 
Chenault’s 
Columbus, Ohio, apartment said they 
found a list of civil rights leaders 
apparently marked for death. 
The list included Abernathy and 
Atlanta 
SCLC 
President 
Hosea 
Williams, and the name “King,” they 
said. 
Abernathy said Chenault recognized 
hun and that his first words to hun 
were, “Oh, there’s Abernathy. If you 
want to live you better get that Rev. off 
your name.’ 
“I told him that he was in ja il... but he 
said there was a group that could get 
me,” Abernathy said. 
Williams, in jail on charges stemming 
from 
a 
march 
here 
last 
week 
protesting the police shooting of a 
black youth, also said Chenault 
recognized hun when he was escorted 
past Williams’ cell. 
King, 74, is pastor at the Kbenezer 
Baptist 
Church 
but 
he 
was 
not 
scheduled to preach. He had just en­ 
tered the sanctuary when the shooting 
erupted. 
“This man got up with a pistol in each 
hand and was .shooting everywhere," 
King said. 
King said that when he reached his 
fallen wife he asked her, “Honey, 
where are you hurt'' She tried to tell 
me something but couldn’t. She kept 
pointing at her side.” 
King said he later encountered the 


gunman and,“He was asked why he 
did it and the man said, I came down 
here to kill my enemies. All Christians 
are my enemies.’ I heard him say that 
myself/* King said 
“The man s crazy,” King added 
“There’s nothing that can Im* done with 
a fellow like that.” 
The Rev. Calvin Morris of Atlanta, 
who heads the Martin Luther King Jr. 
(’enter for Social Change, was to 
preach and was seated near the pulpit 
tile organ was to the right. He said he 
saw the man vault “into the choir loft 
still shooting.” He said he saw Mrs. 
King ‘Tying between the pews and the 
organ, and I saw the blood. There was 
blood all over her leg.” 
Dr. Asa Yancey, medical director at 
Grady Hospital, said Mrs. King was 
treated “immediately and vigorously 
for a gunshot wound to the right side of 
the face and a possible heart attack " 
She died at the hospital at 11.50 a.rn., 
an hour after she was shot, officials 
said. 
A family spokesman said Mrs. King’s 
body would lie in state Tuesday at 
Kbenezer from 9 a.rn to 4 p m., with a 
memorial service set for 7 p m 
Funeral services were scheduled for ll 
a rn. Wednesday at the church. 
Witnesses said that after the shooting 
the assailant fled to a rear exit where 
several men wrestled him to the 
ground. Derek Farris, a King grand­ 
son, joined in the pursuit He said the 
assailant pointed an empty pistol at 
him and pulled the trigger. 
“He was delirious,” Farris said. “He 
appeared to Is? in a fever. He said over 
and over, ‘The war did this to me. It’s 
the war.’” 
(Continued on Page21 
Accused Slayer Said 


COLUMBUS, Ohio ^APi - Who is 
Marcus Wayne Chena ult ? 
Around the Ohio State University 
campus, he is Marcus, a usually quiet, 
likeable guy who becomes intense 
about almost nothing -except his hate 
for Christianity. 
In his parents’ neighborhood in 
Dayton, 75 miles west of here, he is 
known as Wayne, a clean-cut, in­ 
telligent young man who doesn t get 
into trouble and is known as a good 
student 
In Atlanta, he’s the young man who 
came to town on a bus and is accused 
of rising up in a Sunday church ser­ 
vice, taking guns in hand and slaying 
two persons, including Mrs 
Martin 
lather King Sr 
To Mrs. King’s husband, who asked 
the gunman why his wife was killed, he 
is the man who replied: 
Because she was a Christian and all 
Christians are my enemies." 
To Columbus police, he is the man who 
left behind a handwritten list of IO 
persons, all apparently marked for 
death. 
Police found a hand-lettered sign on 
Chenault's apartment door which 
apparently reflected his view of 
himself 
It said: “Servant Jacob" 
Inside, officers found a worn Bible 
with 
numerous 
marked 
passages. 
W ritten on a wall with spray paint wa.-, 
the word, 
Yaw eh." which appears to 
tx- a version of Yahweh, a Hebrew 
word for God. 
Family neighbors in Dayton said the 
23-year-old Chenault 
like other 
members of his family, was a regular 
church-goer before he left borne to 
attend Ohio State 


An acquaintance, Darrel Walker, said 
Chenault was usually qujet but his 
dislike for Christianity seemed to 
deepen during the past seven or eight 
months. 
“He didn't go along with the whole 
religious bag. He just didn’t see why 
black people would want to get into the 
Christian belief and that whole bit,” 
Walker said 
Tile only place for a black is either in 
prison or college,” he was quoted as 
saying 
by 
a 
neighbor, 
Denise 
Underwood, 20, of Steubenville, a 
junior biology major at Ohio State 
Miss Underwood said Chenault didn’t 
waver in his dislike for Christianity, 
but didn't always seem to know what 
he did believe 
“Sometimes he would talk about 
communism, Christianity , arid then he 
went into this Muslim bag 
One week he was eating this because 
he wanted to be a Jew; then one week 
he wouldn’t eat this because he wanted 
to be a Muslim,’ 
Miss Underwood 
said. 
Kav Chaney, 23. another neighbor, 
said Chenault often visited on her front 
porch to talk about revolution and the 
death of black leaders. 
hut lie always said it as if it were all 
absurd . in a joking way He usually 
didn t make much sense... he sort of 
babbled. I thought he was Wirt of 
c razy but I thought he was completely 
harmless,” she said 
Everybody says he was really off 
into religion,” -.aid Harriet Martin, 
who said she saw hun in the Columbus 
bis station Friday afternoon. “I Know 
Marcus wouldn’t hurt a fly .., I wonder 
if he really remembers. Marcus was a 


loner... we don’t even remember him 
dating any girls. If you saw him at a 
dance, he was always by himself.” 
Miss Martin's roommate, Rita 
Franklin, said her boyfriend had been 
Chenault’s roommate, 
but 
as his 
religious bent became more fanatic, 
“he said he had to move out because Im? 
couldn’t stand it.” 


Chenault was against Christianity, 
‘ all the time. He didn't talk about God, 
he just talked about Servant Jacob and 
said, Tins is my name,’” she said. 
In Dayton, the youth’s father, Marcus 
H 
Chenault. a security guard at 
Monsanto Research Corp., said his son 
appeared to Im* “normal as ever” when 
Im? visited his family home on Sat­ 
urday. 


A reporter asked Sunday whether any 
gun:, were missing The elder Chenault 
replied, 
Yes,” and withdrew inside 
the house. 
Dayton police early today denier! 
reports tliat be had reported the theft 
of two guns to them. 
Ernest Johnson, a family neighbor in 
Dayton, described the family as deeply 
religious, “very fine, church-going 
people who didn t bother anybody." 
at least one occasion, Chenault 
shattered his image as a quiet, with­ 
drawn, self-effacing young man I .ast 
April he was charged with disorderly 
conduct after Im? used loudspeakers to 
blare obscenities and to tell the neigh­ 
borhood, at high volume, how great he 
was 
He was last registered at Ohio State as 
a junior majoring in education in the 
fail of 1973 Since then lie lias drifted 
from job to job. 
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M a r k G t S Warn O f Would-Be Swindle 
With Arab Money As Bait 


Deaths And Funerals 


NEW YORK (AP) - The stock 
market remained mixed today in what 
brokers described as a pause to the 
recent losses. 
The noon Dow Jones average of 30 
industrials was up 2.19 at 804 60. 
However, declines led advances 582 to 
483 among 1,433 issues traded on the 
New York Stock Exchange. Trading 
was slow. 
The Big Board’s broad-based index of 
all its listed common stocks was ahead 
.03 at 44.93, while the Amex market- 
value index was down .16 at 78.94. 
Interest-rate movements continue to 
worry investors, and brokers say they 
are looking to see what First National 
Bank of Chicago does with its prime 
rate today. The Big Midwestern bank 
is due to post a new prime. 
Bic Pen, which raised some prices, 
was the Amex volume leader, up l4 at 
9l», A big block of 64,900 shares traded 
at 87s, unchanged. 


(A P)— ll a.m. 
NEW YORK 
stocks 
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Allied Chemical 
Alcoa 
American Airlines 
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American Can 
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A THOUGHT 
FOR TODAY 


S plus S equals S 
Sweat plus 
Sacrifice equals Success 
Charley Finley 


Pre se n te d as a Public Service by 
FIRST NATIONAL BANK 


CIRCLEVILLE 


WASHINGTON (AP) — Mysterious 
money men are making the rounds of 
U.S. banks offering to deposit millions 
of dollars in Arab oil wealth at terms 
that seem too good to be true. 
Federal banking officials are con­ 
vinced ifs the newest gimmick of 
would-be swindlers. 
Bankers are wary. But some are 
sufficiently enticed by the prospect of 
attracting Middle East oil riches that 
they are negotiating with these self- 
styled money brokers. 
So far, bankers haven’t seen any 
deposits. Federal banking officials 
don't know of anyone who’s been 
bilked But enforcement officers are 
closely following one transaction in 
which an unnamed bank has issued a 
letter agreeing to accept such deposits 
and is awaiting the alleged Arab funds 
Banking officials fear the letter could 
be used to swindle another financial 
institution. 
.Another bank in louisiana negotiated 
for three months with a man offering 
to deposit Arab money. Then he went 
to Switzerland to "check with his 
principals.” The bank since has 
rocpivoH no«tr»arrf«: from Sw itzerland 


but no money. 
The approach has been strikingly 
similar at a number of banks across 
the country, says Justin T. Watson, 
deputy comptroller of the currency. 
His agency oversees national banks. 
The money broker offers to deposit 
from $20 million to $50 million for up to 
20 years and will accept below-market 
interest rates. Watson said. 


The proposal is the opposite of known 
Arab banking policy, where money is 
deposited for only a few days or weeks 
at a time, at top interest rates in the 
current tight money market. 
Watson and Robert Serino, head of the 
comptroller’s enforcement division, 
believe the real aim of the suspected 
con men is to get a bank letter signed 
by the chief executive officer agreeing 
to accept a huge deposit. They said 
there was a rash of similar schemes 
about three years ago. 


The letter, sometimes altered, then 
can be used as a reference to get a loan 
somewhere else or as an inducement to 
get another bank to pay a finder’s fee 
in advance for promised big deposits 
that never materialize. 


Court News 


Divorce Granted 
Peggy Downs vs Charles Dewey 
Downs; plaintiff granted divorce from 
husband on grounds of gross neglect of 
duty and restored to her former name. 
Peggy M Dewey 
Daytonian . . 


(Continued from Page I) 


The deacon, Edward Boykin, 60, died 
of gunshot wounds shortly after 
reaching the hospital. Mrs. Jimmie 
Mitchell, 65, a church trustee, was 
reported in satisfactory condition with 
a neck wound. 
A witness said Mrs. Mitchell had been 
seated next to the gunman. 
A fourth victim. Charles Coleman, 76, 
was treated for shock at the hospital 
and released. A bullet had ripped 
through his coat. 
The gravesite of Martin Luther King 
Jr., who had preached nonviolence as 
co-pastor at Ebenezer before he was 
slam rn Memphis in April 1968, is adja­ 
cent to the red brick church. 
As news of the death of Mrs. King 
filtered back to the church, many 
members—some wailing loudly- 
walked to her son’s tombstone to pray. 
half an hour after the shooting, some 
70 worshippers remained in the sanc­ 
tuary singing, "We ain’t going to let 
them turn us around.” 
In the only official statement from the 
family, Mrs. Christine King Farris, the 
Kings’ daughter, said, “ My mother 
was of deep and abiding faith whose 
love was shared openly with all whose 
lives she touched. She taught her 
children and her grandchildren to 
believe and trust in God. 
"We as a family have lived with 
tragedy and violence. We were taught 
by our mother that hatred and violence 
must be replaced by love ... 


Hog prices, net, were paid by 
Producers livestock Assn. today as 
follows; 
200-220 lbs., $39.25-$39.50. 


COLL1 M U U S. Ohio ( A P ) — D irect hojrs 
(Fed -State) 
B a rro w s and gilts m ostly 1.50 
higher, dem and fa ir U .S. 1-2 , 200-230 lbs 
country' points m ostly 3 75. few 40 OO. plants, 
40 00-41 OO. lot 41 25 
U S 
1-3 . 200-230 lbs 
country points, 38 50-38 75, few 38 25, plants, 
38 75 40.50 
U S 
23-250 lbs 
country points, 
38 75 38 50, plants. 38 25 38 75 
H ecelpts F rid a y 
Actuals 3.500. 
today s 
esUm ates 8,000 
CINCINNATI, Ohio ( A l ’ ) - I SD A - CatU e 
and calves 825 Com pared to last M onday 
steers and heifers 2 00-3 OO higher, slaughter 
cows m osUy steady, slaughter bulls I 00-1 50 
higher, supply 60 per cent slaughter steers, 
20 per cent slaughter heifers, balance cows 
and bulls 
Slau g h ter steers: choice 875-1100 lb grades 2- 
3 42 00-43 00; 850 1125 lb grades 3-4 41 OO- 
42.00; m ixed good and choice 38 00-41.00. 
standard and good 35 00-37 50 
Slau g h ter heifers choice 825 825 lb grades 2- 
3 40 00 41 OO; 850 1020 lb grades 3-4 38 00- 
40 00; m ixed good and choice 37 50-38 00 
Slaughter cows 
utility 26 00 30 00, cutter 
24 OO 27 OO 
Slau g h ter bulls grades 1-2 1060-1630 lb 37 50- 
40 50 
Flogs 600, barrow s and gilts 
50 higher, 
m oderately a cUv e U S 1-3 200 230 lb 40 50. 
near 35 head 220 lb 40 75, U S 2 3 230 250 lb 
38 75-40 25 . 250 270 lb 38 50-38 25 
Sows I OO higher than last Thursday. U S 2-3 
450 660 lb 28 50-30 OO Bo ars steady .’400-700 lb 
22 OO 
Sheep IOO 
spring slaughter lam bs 3.00 
lower, sm all lot prim e 80 lb 46 OO Choice and 
prim e 86 IOO lb 43 00-45 OO 


This 'N That 


All offices of The Third National 
Bank will be open Wednesday 9 a.m. to 
12 noon. Closed all day Thursday, July 
4th. 
—ad. 


O hioan Drowns 


BEAUFORT, S. C. (AP) - Don E. 
Blackburn, 39, of Elyria, Ohio, 
drowned Sunday at Hunting Island 
State Park, officials reported. 
Blackburn was here to visit his son 
Billy, a Marine stationed at Parris 
Island. 


Divorces Dismissed 
Barbara 
Holbrook 
vs 
Bobby 
Holbrook; case dismissed for want of 
prosecution 
Sherry Holdren vs Michael Holdren; 
case dismissed for want of prosecution 
Donna Kuhn vs Charles Kuhn; case 
dismissed for want of prosecution 
Robert Norris vs Margaret Norris; 
case dismissed for want of prosecution 
Gladys Parker vs Charles Parker; 
case dismissed for want of prosecution 
Mary Campbell vs Charles Camp­ 
bell; case dismissed for want of 
prosecution 
Faye Cockrell vs I^eroy Cockrell; 
case dismissed for want of prosecution 
Daisy 
Boltenhouse 
vs 
Larry 
Boltenhouse; case dismissed for want 
of prosecution 
Patricia J. Blair vs Flem W. Blair 
Divorce Filed 
Dianna Kay Hartley, 214 W. High St. 
vs Dennis E. Hartley; couple was 
married Dec. 18, 1971 at I^aurelville; 
no children; petition alleges gross 
neglect of duty 
Marriage Licenses Issued 
James F. Pritchard, 19, Ashville, 
electrician and Teresa Gail Kirk, 19, 
Route I, Ashville, bookkeeper 
Timothy I^ee Bowers, 20, 479 N. 
Court St., machinist and Carol 
Elizabeth Kirkwood, 19, 110 Collins 
Court, receptionist 
Darrel W. Hall, 18, 2080 Chippewa 
Drive, service station and Cathy Lynn 
McKinley, 17, 147 Fairview Drive, 
student 
Estate Inventory 
In the estate of Eunice C. LaRue: 
real estate $69,635; mortgages, notes 
and cash, $25,690.38; goods and 
chattels, $1,000; total, $96,325.38 
Real Estate Transfers 
Carl M. and Ixiurena M. Steele to 
Carl D. and Margie D. Hemming, lot 3, 
Zane Subdivision, block A, Pickaway 
Twp 
George E. and Rose M. Grambo to 
Harold O. and Shirley A. Sherman, 5.66 
acres; Muhlenberg Twp. 
Lucille Roese, deceased to Gerald 
Welsh and 
others, 
lot 81 
South 
Bloomfield 
Gary L. and Beverly E. Agin to 
Patrick E. and Carolyn M. Leap, lot 64, 
Section 3, Northwood Park Sub­ 
division, Circleville Twp. 
Thomas H. Graham to Harold E. and 
Sarah J. Houser, mlots 5 and 6 and part 
lot 7, Derby 
Art-Homes Inc., to Michael L. and 
Cheerie L. I>each, lot 184, Ixigan Elm 
Village, Section 4, Circleville Twp. 
Art-Homes Inc. to Patricia H. Miller, 
lot 185, I,ogan Elm Village, Section 4, 
Circleville Twp. 
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STARTS WED. JULY 3 - YEARS GREATEST ENTERTAINING FILM 


Where were 
you in ’62? 


D P NWiMaAMM 
D i r —. T O T , - — 


PLUS ’R ID SKY IN THE M O R N IN G ” 
HORTH AUTO 
- Now - 
N h m m k l 
IN 
CAME WO** M I I C H l U 
ANNI HU* I 


2 Action Hits 


DUSK TO DAWN - WEDNESDAY JULY 3 


M R S. N A N N IE S U E J O IX Y 
Mrs. Nannie Sue Jolly, 53, of Alma 
Ave., died 12:30 a.m. Monday at 
Berger Hospital. 
Born Oct. 16, 1920 in Union S.C., she 
was the daughter of Walter and Mary 
Ellen Webber Estes. Her mother 
survives at Gaffney, S.C. 
Other 
survivors 
include 
her 
husband, Edwin W Jolly; one son, 
Edwin Dever Jolly, of the home; three 
daughters, Mrs. Ronald (Norma) 
Vakoc, Camarillo, Calif.; Mrs. Tom 
(Caroline) Boroff, Jackson; Mrs. 
Harold (Shirley) Phipps, 
Reynolds­ 
burg; eight grandchildren; 
two 
brothers, 
Walter 
Estes, 
Cap 
Canaveral, Fla. and Richard Estes, 
Merritt Island. Fla. 
The funeral service will be 1:30 p.m. 
Wednesday at First Baptist Church 
with the Rev. T. Milton Duke and the 
Rev. Robert Wiley officiating. Burial 
will be at Forest Cemetery. 
Friends may call at Defenbaugh, 
Wise and McCain Funeral 
Home 
beginning 7 p.m. Monday. 


M R. W OODSON F U R N IS S 
Mr. Woodson (Pud) Fumiss, 70, 
Orient, died Saturday, at Monterey 
Nursing Inn, Grove City. 
Bom April 4, 1904 in Pickaway 
County, he was the son of John and 
Ella Anderson Fumiss. 
He was a member of Modem 
Woodmen Ixxlge. 
Survivors include his widow, Mrs. 
Mary Fumiss; two daughters, Mrs. 
Jay (Eileen) Goldhardt, Grove City, 
and Mrs. Gloria Singer, San Diego, 
Calif.; six grandchildren; three 
brothers, Harold of Harrisburg, White 
of St. Petersburg, Fla. and John, 
Orient; four sisters, Mrs. Alice Pur­ 
cell, Ashville; Mrs. Ruth Alspaugh, 
Orient; 
Mrs. 
Eunice 
Rinehart, 
Marysville, and Mrs. Gertrude Hat­ 
cher, Youngstown. 
The funeral service will be 1:30 p.m. 
Tuesday at Miller Funeral Home, 
Grove City with the Rev. 
Jerry 
Caldwell officiating. Burial will be in 
Concord Cemetery. 
Friends may call at the funeral 
home. 


M RS. E V A G A Y C U T R IG H T 
Mrs. 
Eva 
Gay 
Outright, 
74, 
Chillicothe, died IO:IO p.m. Saturday 
at Ross County Medical Center. 
Bom Nov. 2,1899 in Ross County, she 
was the daughter of Henry and Ella 
Watson Oldaker. 
Her husband, Herbert L. Courtright 
preceded her in death, 1958 
Survivors include three daughters, 
Mrs. Marvin (Mary) Miller, Mrs. 
Robert (Ruth) Stultz, Chillicothe; Mrs. 
Hobart D. 
(Anne) 
Muntz, Lon­ 
donderry; nine grandchildren; four 
great-grandchilren; three brothers, 
Homer Oldaker, Orlando, Fla.: Rov H. 
Oldaker 
and 
Everett 
Oldaker, 
Chillicothe; two sisters, Mrs. Lora 
Kempton, Chillicothe; Mrs. Lucille 
Darby, Marysville. 
The funeral service will be 3 p.m. 
Wednesday at Ware Funeral Home in 
Chillicothe with the Rev. G W. Wilcher 
officiating. Burial will be in Mt. 
Carmel Cemetery. 
Friends may call at the funeral 
home beginning 4 p.m. Tuesday. 


M RS. M A R IE W ALSTON 
Mrs. Marie Walston, 78, 224 Forest 
St., Washington C.H.; died 1:30 p.m. 
Sunday at her residence. 
Born Nov. ll, 1895 in Ross County, 
she was the daughter of Walter and 
Corda Marie Taylor Fletcher. 
Mrs. Walston was a member of the 
Grace United Methodist Church and 
United 
Methodist 
Women 
of 
Washington C.H. 
Her husband, 
Isaac 
Walston, 
preceeded her in death in 1952. 
Survivors include, two daughters, 
Mrs. Loren (Ruth) Neff, 813 Atwater 
Ave.; Mrs. David (Marian) Baughn, 
Washington C.H.; one son, Donald, 
Washington C.H.; four grandchildren; 
one great-granddaughter. 
The funeral service will be 1:30 p.m. 
Wednesday at the Kirkpatrick Funeral 
Home, 
554 
Washington 
Ave., 


AM ERICA s m o s t EXCITING 
SUMME R The A rut 


players 


AI* COND1 TIONEO 


V E T S M I M O R I A ! A U D I T O * 1 O M 
COLUMBUS OHIO 
Tuesday through Sunday Eve 
JU LY 2 through JU LY 7 
ON ST A G E ! IN PERSO N * 
PATRICE 
M UNSEL 
JOHN RAITT 
KAREN 
M O RRO W 
/ 
and KEN 
> BERRY 
| 


in Cole Porter's Fabulous 


Mr CKISS M E KATE 
choice Seats Available 


JULY 9 through JULY 14 
PAUL LYN DE in the comedy 
'MOTHER IS ENGAGED*' 
ELIZABETH A LLEN -+T 
Coming JULY 16 • 21 
W 
FLORENCE H EN DERSO N 
in "A N N IE GET YO UR GUN' 
R IC H A R D F R ED R IC K S 


PRICE: $2.25 3.95 
Special G ro u p Rates 
Tuesday Through Sal Eve 
8 30 
Sunday Evening 
7 30 
Saturday & Sunday M atinee 2 45 
Box Office Opens 10 am Daily 
PHONE Reservations held til 
10 minutes before Showtime. 
PHONE (614): 
224-4247 


M A IL Orders: Kenley Players 
Vet s Memorial Auditorium. 
Columbus, Ohio 43215 


Washington CTL, with the Rev. Mark 
Dove, officiating. 
Burial will be in the Brown Chapel 
Cemetery, Clarksburg. 
Friends may call at the funeral 
home 3-5 p.m. and 7-9 p.m. Tuesday. 
New Citizens 


M A S T E R W A R N E R 
Mr. and Mrs. Dennis Warner 
(Margie Ellen Buchwalter,) Ashville, 
are the parents of a 9-pound 1-ounce 
son born 9:28 a m. Saturday at Berger 
Hospital. 


M IS S N E F F 
Mr. and Mrs. Donald Neff (linda 
Harman,) 403 S. Scioto St., are the 
parents of a 7-pound 13-ounce daughter 
born 1:20 am. Sunday at Berger 
Hospital. 


M A S T E R L E A C H 
Mr. and Mrs. James Iieach (Patricia 
Brokaw,) Ashville, are the parents of a 
3-pound 12-ounce son bom 12:38 a m. 
Sunday at Berger Hospital 


M IS S W A R N E R 
Mr. and Mrs. Gifton Warner (Susan 
Minor,) Route 3, are the parents of a 6- 
pound 13l 2-ounce daughter bom 2:18 
a.m. Sunday at Berger Hospital. 


M IS S L E M A S T E R 
Mr. and Mrs. Robert Ijemaster 
(Dorothy Booth.) Ashville, are the 
parents of a 6-pound 7-ounce daughter 
bom 1:57 a.m. Sunday at Berger 
Hospital. 


Thompson Named 
New Policeman 


Ron Thompson was given an ap­ 
pointment today to the Circleville 
Police Department, according to Chief 
Robert Temple. 
Thompson, the first officer to be 
appointed through the recent police 
examination, is a former member of 
the Ironton Department. 
He will be assigned to the ll p.m.- 
7 a.m. shift headed by Sgt. Francis 
Smallwood. 
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M ain ly 
About People 


Andrea Suzette Tatman, 
grand­ 
daughter of Mr. and Mrs. Tom Tatman 
Sr., N. Pickaway St., is a patient in 
Ward (SC, Room F 237, Children’s 
Hospital, Columbus. 


Mrs. Charles Downing, 375 Edwards 
Rd., is a surgical patient in room 4008, 
Riverside Hospital, Columbus. 


Elgin "G unie” M errim ac 508 
Wilmar Rd., is a heart surgery patient 
in 
the 
intensive 
care 
ward 
at 
University Hospital, Columbus. 


SWIM 
WEAR 


CATALINA 


• Boxer 
• Las tex 
• Bikini 
• Solids 


rn Fancies 


From *7.00 


CADDY 
MILLER'S 
MEN’S SHOP 


BANKAMMERICARD 
MASTER CHARGE 


Dear Friends, 


Many families provide in advance for cemetery or 
mausoleum arrangements. In such case you need only 
notify your funeral director of your plans and he will secure 
the necessary burial permit, lf no plot is owned, the funeral 
director can arrange a visit to the cemetery of your choice 
and the purchase of cemetery property. 


Respectfully, 
oftlade* cfunefiaJCTiome, 


123 EAST MOLINO STREET 
CIRCLEVILLE 
OHIO 


CINEMA CIRCLEVILLE 
Ph. 474-6361 
NOW ENDS TUES. - 2 HITS - OPEN 7:15 


i rn mm 
em h a r n 


m 
s s s n s u m 
s 
[XPP,[SS 


JPG- 
• 1**31 * 


IM EL V I IH M 


AT 9:2S O N LY 


PAUL NEWMAN 
In a "Spencer's Mountain" 
Type Story 


"Sometimes 
a Great Notion” 


AT 7:30 O N LY 


STARTS WED. - 2 - SUPER BANG UP SHOWS - 2 
Open 7:15 Each Eve. 
1:45 Sunday - Regular Adm. 
Special "Conrack” Showing at 3:50 Sunday - All Seats $1.00 


JON VOIGHT 


“CONRACK” 


20th Century FO , presents A MARTIN RITT IRVING RAVETCH PRODUCTION 


Also slaking PAUL WINFIELD and HUME CRONYN 


ALSO 2nd FEATURE - STEEL CRASHING EXHAUST ACTION IN... 
“THE VANISHING POINTE 


You Hear All the Soundtrack Here on Our Big Hi-Fi Speakers 
THE THREE 
MUSKETEERS 
TECHNICOLOR' 
PRINTS BY OE L U X E 1 


P G ] S S * 


s e x o r " j u n k ” h e r e ! 
15678682 


COME TO OUR 


. f c . 


COMMUNITY PARK ASMILE J 
OUR AMERICAN HERITAGE! 3 RIG DAYS! 


SCHEDULE OF EVENTS 


TUESDAY JULY 2nd 


7 .00 P.M . 
Little M i s s a n d M r. P a r a d e a n d J u d g in g 


W o m a n of th e Y e a r A w a r d 


F o o d C o n c e s s i o n s a n d C a r n i v a l 
(Ride all y o u w a n t fo r $ 2 .0 0 — 6 :30-9:30 P .M .) 


WEDNESDAY JULY 3rd 


7 : 0 0 P.M . 
M i s s F o u rth of Ju ly P a r a d e a n d J u d g in g 


C itiz e n s A w a r d — M a n in C o m m u n i t y 


F o o d C o n c e s s i o n s a n d C a r n i v a l 


I 


\ 
if 


THURSDAY JULY 4th 


1 0:3 0 A . M . 
F la g R a is in g 


I 1 :00 A M . 
Big F o u r th of J u ly P a r a d e 


F o o d C o n c e s s i o n s a n d C a r n i v a l 


1 2:30 P.M . 
B a n d C o n c e r t 


1 :00 P.M . 
K it c h e n B a n d (S e n io r C itiz e n s ) 


1:30 P.M . 
T h r e e W h e e l B ic y cle R a ce 


2 :0 0 P.M . 
P r e s e n t a t i o n of F e s tiv a l Q u e e n s 


3 :0 0 P.M . 
F l o w e r s F a m i ly S ta g e S h o w 


5 :0 0 P.M . 
J a c k S h e r ic k D a n c e r s 


7 : 0 0 P.M . 
F l o w e r s F a m i ly S ta g e S h o w 


8 :3 0 P.M . 
H o l id a y P a r k e r a n d Rita L e a r 
( C o u n tr y a n d W e s t e r n ) 


9 : 3 0 P.M . 
C h u c k J a c k s o n B a n d (Rock) 


1 1:0 0 P.M . 
F I R E W O R K S 


X 


FISH FRY 


SANDWICHES AS BIG 
AS YOUR HAND! 


Plus Other Goodies Served in 
the Enclosed Shelterhouse 


NEVER - AN ADMISSION 


CHARGE! 


RIDES 
CARNIVAL 
ARTS & CRAFTS 
BAKED GOODS 


l h * . 


O H IO 


rf 


FREE ENTERTAINMENT RY 
FLOWERS FAMILY 
THURSDAY JULY 4th 


IN FRONT OF TNE GRANDSTAND 


BANDS! 
PARADES! 
CONTESTS! 


/ 


I 
GIGANTIC 


I 


/ T a 
0 


'I ^FIREW ORKS DISPLAY 


-C\ 


V' 
'J 
11:00 P.M. JULY 4th 


Sponsored by Ashville Community Club 


for the Betterment of Community 


AMPLE PARKING 


Ours, Yours A n d Theirs 


The Circleville Herald, M onday July I, 1974 
LAFF - A - DAY 
A Page Of Opinion 


Xenia Still Needs Help 


More than twelve weeks 
atter the massive tornado of 
April 3rd struck 
leveling 
nearly half the city of Xenia 
and taking 35 lives, a period of 
frustration, 
anxiety 
and 
depression is taking root. 
Autumn may be even worse 
with 
cold 
weather 
ap­ 
proaching and housing not 
completed 
Immediately 
after 
the 
disaster, the spontaneous and 
outgoing response of many 
people and organizations was 


NEW YORK — Someone has said 
that the most dangerous city President 
Nixon visits on his jet-propelled 
streaks 
through 
the 
world 
is 
Washington, DC. The moment his 
helicopter lifts him off the White House 
lawn he is borne into a new world — 
one that 
brims 
with 
pomp and 
prestige. It is a technicolor never- 
never land, where seldom is heard a 
discouraging word and the skies are 
not cloudy all day — at 38,000 feet. 
But eventually he must return to 
Washington, at least long enough to 
have his laundry done. And when he 
alights the bands stop playing, Rodino 
subpoenas 49 more tapes. Jaworski 
cans another old 
Nixon crony, 
somebody gets religion and starts 
‘•singing'’ on him, and the polls keep 
pole-axing him. His home is picketed 
The familiar old crocheted and framed 
motto has been restitched to read: 
Home Sour Home 
Many people overseas cannot un­ 
derstand the American passion to 
impeach a man who, along with his aid 
Henry Kissinger, ended the two 
biggest wars in recent times and 
calmed down the two most menacing 
Communist powers. 
“ To our eyes it is plain incredible,“ 
writes Ferdinand Mount in London's 
Daily Mail. “ It looks to us as if a whole 
nation has lost its reason. 
“ Why all this obsession with a 
shoddy domestic scandal0 
“ That secret Ues buried deep in the 
character of the American people. The 
United States remains the only great 
nation to be deliberately founded on 
high moral principles. Other nation­ 
states started mostly because they 
happened to be there. More than any 
other people the American people are 
locked in what T.S. Eliot called the 
eternal struggle to think well of our­ 
selves.’ 
“ The Americans have to believe that 
they are innocent, that their ideals are 
unsullied by self-interest and that the 
men who lead them are not only 
clever, but good. They shy away from 
the fact that their government does not 
work and never has worked like that. 
They cannot look at their own face in 
the grubby mirror of reality. 
“ They need a scapegoat to take the 
blame for the corruption which runs 
the whole way through American 
society." 
Hard, 
but widespread, thoughts 
about the embattled Messrs. Nixon 
and Kissinger by one of Britain’s most 
distinguished “ leader'' (editorial) 
writers. 


Stiff-upper-lip item no. 4.971: 
When I^ady Donoughmore returned 
safely to the family castle in Ireland, 
after the terrible ordeal of her kidnap, 
she was somewhat battered, shat­ 
tered. and was wearing his lordship s 
pants. The brave old gal was greeted 
with the hugs and kisses of the im­ 
mediate family and the huzzahs of the 
butlers, chauffeurs, gardeners and 


heartening. 
But the “ love-in-bloom" 
period is ending Most of the 
debris is gone and. in its stead. 
is a lot of open space 
The trees, historic buildings 
and those who died are gone 
and there is no way to bring 
them back. The need of the 
hour is financial help 
Funds are needed to replace 
the natural 
landmarks, for 
matching 
amounts 
to 
guarantee government grants, 
tor structures, equipment and 


facilities not covered by some 
insurance 
or 
government 
loans and tor material to aid a 
proud 
community 
to 
fight 
back. 


Contributions may be sent to 
The Spirit of 74 Committee, 
Box 4(H). Xenia. Ohio 45385. All 
tunds contributed will be 


carefull> accounted for and 
spent 
only 
for 
general 
recovery and 
improvement 
purposes based on absolute 
needs and priorities. 


A British View 


ON THE LIN E 
By BOB CONSIDINE 


backstairs maids. 
As her seven-year-old grandson 
James rushed to her. arms out­ 
stretched. l*ady Donoughmore brought 
him to a full halt with a question. 
Have you been doing your French 
lessons while I was away?" she 
demanded of the nipper. 


the Department of Health. Education 
and Welfare. 


The only ranking member of tne 
Administration who is fighting back 
these days is Vice President Ford. He 
hit a suspected anti-Nixonite kid in the 
head with a golf drive the other day. 
and later in the round pranged a golf 
cart driven by a frightened cop. said to 
be a registered Democrat. 
Who now says former Vice President 
Agnew s seemingly impregnable 
sports records will not be shattered0 
(Probably the same people who 
thought Babe Ruth’s 714 homers would 
stand up through eternity.) Ford is 
now within two golfball beanings of 
Agnew’s mark. and two tennis ball 
skullings of the ex-Veep’s proud 
eroticism. 


Joe Alsop reports that Henry 
Kissinger has a sometimes painful 
diaphramatic hernia and combats 
overexhaustion by overeating. Mrs. 
Kissinger has been hospitalized with 
an ulcer aggravated by traveling to 
* sewer sump" cities with her husband 
who, as I understand it, fattened up in 
those places. President Nixon has had 
a touch of phlebitis. Pat, who looks as 
fragile as Dresden, is healthier than 


The President’s trips are run by 
what the participants call the “ Bible.” 
It is not the Bible you know . It is an 
hour-by-hour. sometimes mmute-by- 
m in Ute program for each dav’s move: 
the 
time 
when 
the 
President 
departs one place, when he arrives at 
the airport, when his plane takes off, 
and when he lands at the next spot. It 
tells the accompanying press when our 
bags must be in the lobby, when the 
buses will come, who’ll be in the 
“ pool.” It goes into other excruciating 
details: for example, whether Pat and 
the other First Lady repair to the 
palace sitting room on the right or the 
left. And at precisely what time. 
But the record in the Mid-East trip 
was set by the Jordanians, not the 
Americans. 
An 
Australian 
correspondent traveling with us 
arrived in the dining room of the press 
hostel in .Amman and ordered coffee. 
Nix! exclaimed the captain, in 
flawless Arabic. Seems the dining 
room had closed for breakfast at IO 
a m., and it was now 10:02. 
I offered him some of the coffee from 
the pot that had been brought to me at 
9:58 a m., and the guy seemed quite 
grateful. 
“ Thanks," he said, and turning to 
the captain said, “ Just bring me a 
cup." 
The captain was offended. “ No cups 
after IO a m.," he said. 
Steel Availability 
Proves Concern 


CLEVELAND, Ohio (AP) - Prices 
are being increased, but the major 
concern of steel users now is the lack of 
steel availability, Industry Week 
magazine said today. 
It said that recent price increases 
came as no surprise to the consumers, 
but they expected them to be smaller. 
“ With the removal of government 
controls on prices, consumers had 
anticipated sharp increases before the 
end of the year," Industry Week said. 
“ But many users of steel had believed 
that steel companies 
would take 
smaller bites by posting several in­ 
creases over the last half of this year." 
Steel users appear to agree with the 
producers "that price increases are 
inevitable, both to increase the 
availability of steel and to bring 
uniformity to what now is a multi­ 
tiered and confusing steel price struc­ 
ture," it continued. 
The magazine said the general 
forecast is for the tight steel supply 
situation to continue for at least five to 
six years while steel companies in­ 
crease production capacity as they can 
afford it. 
“ While steel prices are going up. steel 
They'll Do It Every Time 


production costs continue to rise," 
Industry Week said. “ The latest ad­ 
dition to costs is a rise in the prices of 
iron ore." 
It 
added 
that 
scrap, 
another 
steelmaking 
material, 
is 
strengthening in price after having 
edged downward from a record high 
mark. 
The magazine’s price composite on 
No. I heavy melting steelmaking scrap 
rose last week to $114.33 per gross ton 
from the preceding week’s $109.17. 
“ Production of raw steel has been 
hampered by outages of equipment for 
maintenance and repair," Industry 
Week said. "For a month, weekly 
output has been below 2.9 million net 
tons." 
It estimated last week s production 
by U.S. mulls at 2,875,000 tons com­ 
pared with 2,842,000 tons 
in the 
preceding week. 


Great Grandma 
Paints Also 


NEW YORK (A P) — You’ve heard 
about Grandma Moses and her 
remarkable art work. But did you ever 
hear about Great Grandma Regen­ 
sburg0 
Now 88 years old, Mrs. Sophy 
Regensburg started painting about 18 
years ago. Her work is exhibited and is 
reproduced 
in 
American 
Artist 
greating cards. Michael St. Claire of 
the Babcock Galleries, which exhibits 
her paintings, says they are too 
sophisticated to be called primitive, as 
some critics have styled them. 
“ She has a natural sense of com- 
positon," he adds. “ Instinctively she 
does the right thing. As she gets older, 
her still lifes get younger and fresher." 
A widow, Mrs. Regensburg lives 
alone, has a wide range of interests, as 
well as three children, four grand­ 
children and six great-grandchildren. 
Protein On Tap 


MAMARONECK. N Y. 
I A PI — 
Drinking a glass of water may not be 
as satisfying as eating a steak, but it 
may, someday soon, become a lot 
more nutritious, according to scien­ 
tists at the Novo Enzyme Corp. here. 
Scientists working on new ways to 
improve the world’s food supply have 
discovered that, after treatment by a 
special enzyme, protein from such 
vegetables as soybeans, alfalfa and 
cotton seed becomes soluble in almost 
any consumable liquid. 
Vegetable 
protein could, therefore, be added to 
plain tap water, making it an even 
richer source of protein than milk. 


Today 


In 
History 


By THE ASSOCIATED PRESS 
Today is Monday, July I, the 182nd 
day of 1974. There are 183 days left in 
the year. 
Today’s highlight in history: 
On this date in 1867. the Dominion of 
Canada was created by the British 
North America Act. 
On this date: 
In 1862, the U.S. Congress established 
the Bureau of Internal Revenue 
In 1863, the Civil War Battle of Get­ 
tysburg began. 
In 1881. the American Red Cross was 
incorporated, with Clara Barton as 
president. 
In 1898, Theodore Roosevelt and his 
Rough Riders earned out a victorious 
assault on San Juan hill in Cuba in the 
Spanish-Amencan war. 
In 1958, construction of the St. 
lawrence Seaway was completed. 
In 1966. the Medicare health program 
for elderly Americans went into effect. 
Ten years ago: Orchestra conductor 
Pierre Monteux died at his Hancock, 
Maine, home at age 89 
Five years ago: Britain’s Prince 
Charles was invested as Prince of 
Wales at Caernarvon Castle. 
One year ago: An Israeli military 
attache. Colonel Yosef Aion, was shot 
to death in the driveway of his home in 
a Washington suburb. 
Today’s birthdays: Actress Leslie 
Caron is 43. Actor James Cagney is 70. 
Thought for today: We are never 
deceived. We deceive ourselves — 
Goethe, German poet. 1749-1832. 


Editions 


Of The Past 


40 YEARS AGO 
1934 
A cross-section of Circleville citizens 
divided on the question-” Are Things 
better than they were last year at this 
time?"-asked by President Roosevelt 
in a recent address to the nation. A 
Herald reporter went out on Circleville 
streets to ask the merchant, the 
professional man, and the laborer 
what they thought about it. The 
general concensus of opinion of the two 
former groups w as that conditions are 
better, while the outlook expressed by 
the laborer was rather gloomy. 


Chinch bugs began their annual 
march of destruction from wheat, 
barley, and oat fields to com fields in 
Pickaway County. Migrations of 
millions of bugs were reported by 
farmers in the northwestern part of the 
county according to a report of the 
Pickaway County Farm Bureau. 
Supplies of creosote were rushed to the 
infested farms for use in building 
creosote lines to repel the insect in­ 
vaders. 


Weather forecasters promised “ heat 
relief" over the weekend following 
record-breaking temperatures which 
reached the 101-degree mark. A heavy 
rainfall late in the day eased the heat’s 
intensity. The rainfall amounted to .24 
of an inch. 
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“ I hope it s a revival of last year s prices. 


Speaking Of Your Health 


by le tte r I C olem an, M O. 


Ramon, the mystery sensation of 
Europe, who was set to appear at the 
Clifton Theatre for four days, agreed 
to answer questions of readers of The 
Herald. Any questions were to be 
answered in a special column. 


60.000 Children 


Receive Help 


COLUMBUS. Ohio (AP) - More than 
60.000 children were helped by public 
and private agencies in the second 
quarter of the 1974 fiscal year, the Ohio 
Department 
of 
Public 
Welfare 
reported today. 
Of the total, 49.889 received assistance 
from county welfare departments or 
children services boards, the state 
agency said. 
The remaining children were helped 
by private agencies or institutions 
licensed by the state, the department 
said. 
The figures were for the period Oct. 1- 
Dec. 31. 
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Millions of Americans recognize the 
danger in smoking cigarettes. Despite 
the fact that they need no further 
substantiation that cigarette smoking 
is associated with lung cancer, cancer 
of the larynx, chronic bronchitis, 
bronchiectasis, emphysema, heart 
disease and circulatory problems 
there are those who continue to smoke. 
Many people believe giving up 
tobacco is an impossible job. Half­ 
hearted attempts are made by per­ 
suasion of family, orders by doctors 
and spurts of self-determination. 
Many have given up tobacco only to 
return to it with the well-played 
theme: “ I started again because of a 
specially tense situation that had 
arisen." Excuses, excuses, excuses. 
No day is ever free from some 
problem, large or small, but that does 
not justify the return to a bad habit. 
There have been a great many 
programs designed to break the 
smoking habit. For some people they 
have been successful. For many they 
have not. 
For those who have tried and failed 
and still hope for further help, a new 


concept has been developed. 
Joseph Danysh, a writer of many 
talents extending to the field of 
education and guidance, has taken a 
wide view of the many forces involved 
in smoking. 
His new book, “ Stop Without Quit­ 
ting," is a brilliantly conceived 
presentation of the role that the inner 
self plays in the problem of smoking. 
Mr. Danysh believes that smoking is 
a dependency. More important, he 
believes that smoking is an injury to 
body function that can be healed 
without pain or hysteria by the natural 
resources of your own body. 
I have read the book and have found 
it to be a sensible and totally fresh 
approach to the smoking problem. 
If you are one of the millions who 
have been trying without success to be 
freed from the bondage of tabacco, the 
book “ Stop Without Quitting" may 
give you new insight into your capacity 
to attain this vital objective. 
The book is published by the 
International Society for General 
Semantics, 
P.O. 
Box 2469, San 
Francisco, Calif. 


fBeyond A Doubt 


By JIM BISHOP 


Nothing remains dead forever. Two 
bright young brothers, Michael and 
Robert Meeropol, are determined to 
resurrect their parents, Julius and 
Ethel Rosenberg. The have been at 
rest 21 years, electrocuted in Sing Sing 
for giving U.S. atomic secrets to the 
Soviet Union. 
The brothers have been trying to sell 
250 personal letters from their parents 
to publishers. They have also filed suit 
against lawyer Louis Nizer, claiming 
he used copyrighted 
Rosenberg 
material in his bestseller, "The 
Implosion Conspiracy." 
Michael was IO, Robert was 6, when 
the 
Rosenbergs were executed. 
Whatever trauma they sustained, both 
boys rose above it. They were adopted 
by Abel Meeropol, who achieved a 
great mitzvah when he took them in 
and gave them love and a good 
education. 
Today, they wear their hair long and 
have mustaches. Both are junior 
faculty members at Western New 
England College, in Springfield. Mass. 
Mike teaches economics; Robbie has a 
master’s degree in anthropology. 
Both are married. Mike has a son 
named Gregory Julian, an innocent of 
four, and a daughter. Veronica Ethel, 
5. Robbie has an infant daughter, 
Jennifer Ethel. Both feel their parents 
were innocent of selling atomic 
secrets. It was a government frame- 
up. 
I-ate in the summer, if they choose, 
they can come to my house. I have a 
fireproof safe laden with chronological 
notebooks which, 
according to a 
Deputy U.S. Attorney General who 
examined them years ago, contain 
more substantial material about Julius 
and Ethel than the Department of 
Justice has on file. 
The boys are invited to study the 
material. I have been waiting to wTite 
the 
big, 
definitive 
book 
on 
the 
Rosenbergs for years. My research 
began on New York’s East Side where 
the iron-willed Ethel, a dignified 
dumpling of a woman, used to sing in 
the front room of a flat. 
It ended at Sing Sing, where, three 
days before they died, the Superin­ 
tendent of U.S. prisons offered to get 
their sentences commuted if they 
would “ talk." Julius appeared to be 
frightened. Ethel snapped, “ I don’t 
know what you’re talking about," and 
turned to go back to a cell in Death 
Row. 
In all these hundreds of thousands of 
words, I have not been able to unearth 
a shred of doubt about their guilt. If 
only I could have proved them not 
guilty, or even raised a doubt, I would 
have an automatic, runaway best­ 
seller. 
The trial, more by accident than 
design, was a Jewish tragedy. The 
judge was 
Irving 
Kaufman. 
The 


prosecutors were Irving Saypol and 
Roy Cohn. The defendants were the 
Rosenbergs. Their lawyers were 
Emanuel Bloch and son. The state’s 
witness was David Greenglass who, to 
save his life, testified against his sister 
Ethel 
In 40 years of reporting trials, I know 
of no other case which, to me, was so 
thorough, so conclusive. Long after I 
had concluded my research, I returned 
to New York state to study the minutes 
of the trial again. Page by page. 
Witness by witness. 
The evidence is sharp that the 
Rosenbergs got a rough drawing from 
Greenglass, who worked in a machine 
shop at lx)s Alamos, New Mexico, 
which depicted the metal “ cruller" 
used to detonate an atom. 
Theoretically, any nation with $2 
billion and patience could make an 
atomic device. The big question was 
how to make it explode when and 
where the military willed it. 
A Polish scientist devised the 
“ implosion cruller," and Greenglass 
machine-tooled it. He gave a drawing 
to Julius and Ethel. Julius gave it to 
Comrade Yakovlev of the Russian 
consulate. He returned to Russia 
overnight. 
The heavy heart was not in Ethel’s 
breast. It was in Irving Kaufman’s. He 
told me that he is not a religious man, 
but he went to synagogue and prayed 
for guidance every day for a week. 
A Ix)ng Island rabbi arrived at the 
judge’s chambers. He desired to plead 
for the lives of the Rosenbergs. "In 
Russia," he said, “ they would be dead 
already. But here — here — we can 
afford mercy." 
Kaufman 
asked 
if the 
rabbi 
remembered a group of Germans who 
landed in a rubber boat on Long Island. 
They had come from a U-boat to 
sabotage industrial plants. The rabbi 
said it happened near his neigh­ 
borhood. The Germans were caught, 
tried and executed. 
"D id you write to 
President 
Roosevelt and ask for mercy for 
them0 
Kaufman said. “ They were 
patriots, working for their Fatherland. 
No0 Then how can you plead for the 
lives of two people who are traitors to 
their native land? They sold their own 
country." 
Unless Mike and 
Robbie are 
motivated by politics, rather than filial 
devotion, I hope they stick to teaching 


Galaxies — vast, slowly rota! 
congregations of stars — are 
common as blades of grass ii 
meadow. They number perhapf 
hundred billion. The huge 200-i 
Hale 
telescope 
on 
Califomi 
Palomar mountain can see as man} 
a million galaxies inside the bow 
the Big Dipper alone. 
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Laurelville News 
By M RS. H U G I! P O L IN G 


__________ 
332-5501 


Mr. and Mrs. Stanley Noggle visited 
Sunday with Mrs. Audaleen Poling and 
Nellie True who are roommates at the 
L.T.C. unit in Ixigan Community 
Hosptial. They also visited Joe Barn­ 
hart who is a patient there. 


Mike Butts is a surgical patient in 
Children’s Hospital in Columbus 
following a fall from his horse. He 
suffered a broken arm. His room 
number is 314. 


Freddy Karshner of Tampa, Fla. 


Mrs. Rita Schaer of near Carrol. 
Miss Ix>rain MacGee of Columbus and 
Mrs. Cora Hartsough Harsh of Ixjgan 
visited Tuesday afternoon with Mr. 
and Mrs. Clifford Strous, Mrs. Bertha 
Jinks, Mr. and Mrs. Homer Hartsaugh 
and Celesta Hoy. 


Gilbert Walton of Tarlton visited his 
doctor at the V A. Hospital this past 
week. 


Stanley Noggle made a business trip 
to I*ancaster this past week. 


The laurel Hills United Methodist 
Women met Thursday evening at the 
church. The meeting was opened by 
the president, Ella Williams. The 
lesson was given by Mrs. Dick Karr, 
the topic being “ A Missionary' Jour­ 
ney” 
The scripture was taken from John 
15:13. The lesson was closed with 
prayer by Mrs. O.V. McFadden. 
Spiritual lesson was given by Mrs. 
Norman Thompson who read “ Sun­ 
shine of a Smile.” An executive 
meeting was held June 26 to make 
plans for a rummage sale. Violet 
Thompson closed the meeting with 
prayer. 
Refreshments were served by 
hostesses, Mrs. Elmer Disbennett and 
Mrs. Francis Swackhammer. 


Mr. and Mrs. Mark Kempton have 
returned from their wedding trip. They 
are living in the former Durant 
property. 


Mr. and Mrs. lawrence Hedges of 
Columbus visited Wednesday af­ 
ternoon with Mr. and Mrs. Ralph 
McCallister of near Amanda, Mr. and 
Mrs. Forest Wolf and Celesta Hoy of 
I Laurelville. 


Mr. and Mrs. Robert Bowers II have 
moved into the former Lucy Krinn 
home on Maple Street. 


Mr. and Mrs. Stanley Noggle visited 
the weekend 
with Mrs. 
Noggle’s 
daughter and family, Mr. and Mrs. 
Ray Dufford at their summer home at 
Ixjst Hollow. The Duffords are from 
Columbus. 


The laurel Hills United Methodist 
Church closed its annual two weeks of 
Bible School June 14. A very' good 
attendance was recorded and a 
splendid program was given on the 
closing night. 


Mr. and Mrs. Otis Bailey and Mae 
Boutte of Adelphi were all day guests 
of Mr. and Mrs. Stanley Noggle on 
Thursday. 


Mr. and Mrs. Hugh Poling visited 
with Mrs. Audaleen Poling on Sunday 
evening. Mrs. Poling’s roommate, 
Mrs. Nellie True, underwent surgery 
on Friday and is in the isolated unit at 
the time of this writing. 


The laurel Hills held its father-son 
meeting on June 16 with a carry-in 
dinner served to 50 guests. Following a 
bountiful meal, the fathers and sons 
were presented candy numbered 
treats and prizes were awarded. The 
first 
award 
was 
given 
to 
Tom 
Disbennett; second to Bill Reid; oldest 
father award to Dick Karr; second 
oldest to Gaude Chilcote; youngest to 
Robert Sweptson; youngest grandson 
to Douglas Willard; youngest grand­ 
father to Norman Thompson; fathers 
with the most sons present to Francis 
Swackhammer 
and 
Lloyd 
Swackhammer. 
Following the presentation of the 
awards, a musical program was en­ 
joyed by all in the sanctuary. 


Friday supper guests at the home of 
Mr. and Mrs. Vie Pontious and LuAnne 
of Amanda, were Mr. and Mrs. H.C. 
Hartsaugh of I^urelville and Mr. and 
Mrs. Richard Faigley, sons Steve and 
Tim of Lancaster. The occassion was 
to celebrate Mrs. Pontious’ birthday. 


Gas Taxes 
Distributed 


State Auditor Joseph T. Ferguson’s 
office distributed $9,568,813 in gasoline 
taxes in June to Ohio’s counties, 
townships, cities and villages. 
Deputy State Auditor Thomas E. 
Ferguson said each of the 1,320 
townships received $1,200 for a total of 
$1,584,000 and each of the 88 counties 
received 
$35,000 
for 
a 
total 
of 
$3,080,000. 
A total of $4,904,813 was allocated to 
951 cities and villages on the basis of $1 
per motor vehicle registered within 
their boundaries, Ferguson said. 
He pointed out that gasoline excise 
tax receipts can be used only for street 
and roadway purposes. 
Distribution of gasoline taxes to 
municipalities in Pickaway County 
include, Circleville, $8,201; Ashville, 
$1,373; Commercial Point, $177; 
Darbyville, $56; Harrisburg, $38; New 
Holland, $556; Orient, $537; South 
Bloomfield, $465; Tarlton, $258; 
Williamsport, $666. 


S t a t e S c e n ic R iv e r 


A r e a D e s ig n a t e d 


COLUMBUS, Ohio (AP) - A 26-mile 
stretch of the upper Cuyahoga River 
was designated a state scenic river by 
the Ohio Natural Resources Depart­ 
ment Friday. 
The designated section begins in 
(ieauga County at the Burton and Troy 
Tow nship line and extends south to the 
Ohio 14 bridge crossing in Portage 
County. 


Mary Frances Poling and Florence 
Stahr visited Mrs. Roy Poling at the 
LTC unit at Logan Hospital on Sunday 
afternoon. 


Teresa Lynn Butts left Tuesday 
morning for several weeks in Florida. 
While there, she will visit with Mr. and 
Mrs. Kirk Wellman and Mr. and Mrs. 
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Cabinets by 
B r a 


Brammer s Country Salem Cabinets impart the real 
feeling of early America . . . warm, hospitable, re­ 
laxed— the secure atmosphere every woman yearns 
for. Brammer craftsmen used their expert touch to 
bring out the deep, glowing tones of true wood 
gram. Stop in and see this newest addition to the 
famous line of Brammer cabinets. Add the cherry- 
wood elegance of Pioneer Pine to your kitchen, and 
live lighter, brighter than ever before. 


Pampering Paters 
Rock Concert Cancelled 


KANSAS CITY (AP) — Honoring 
fathers is an ancient tradition ac ­ 
cording to Hallmark Cards researcher 
Sally Hopkins, but at one time the 
reverence was shared with mothers. 
In the Roman Empire the period 
from Feb. 13 to 22 was celebrated as 
the 
Feast 
of 
Parentalia, 
com­ 
memorating departed parents. During 
the 10-day celebration, children of­ 
fered wine, honey, oil, milk and water 
at the graves of deceased fathers and 
mothers. 


The giant rock concert scheduled for 
July 4 at Musicpark in Columbus, Ohio 
has been cancelled. The all day 
celebration featuring Erie Clapton and 
Friends, Santana, The Band and Ross 
was cancelled due to an injunction by 
the Franklin County Ohio Common 
Pleas Court. 
Refunds arr now being made ex­ 
clusively at the Central Ticket Office, 
41 S. High St., Neil House Hotel, Ixiwer 
Arcade, Columbus, Ohio 43215 
Refunds will not be made at local 
CTO outlets where tickets may have 


been purchased. Out-of-town ticket 
holders may return their tickets by 
mail with a self-addressed, stamped 
• nvelopo to the Central Ticket Office 
address shown above. All envelopes 
are to be marked 
July 4 Refund” . 
Refund deadline is July 31. 
The concert promoters regret this 
cancellation and inconvenience. 


Registration of private vehicles is 
nothing new. A law in ancient Rome 
stipulated that all chariots had to be 
registered. 


Use The 
Classifieds 


- TUESDAY- 
OUT TO LUNCH 
SPECIAL* 


2 Pieces Chicken 
Mashed Potatoes & Gravy 
Cole Slaw & Biscuit 
Reg. $1.25 


11:00 AM 
to 
2:00 PM 


★ 


Out To Lunch Special Also Good 
Wednesday - Thursday - Friday - Saturday - Monday 


whoi/S 
ftgefoeFRIED CHICKEN 


483 E. MAIN ST. 


A DELICIOUS DIVISION OF VAN-ORR FOODS" 


Summertime 
. . . Funtime 
IN 
BUFFALO 
SANDALS 
For 
Guys & Gals 


I * 
L. a 


Or 


K 
S 


Open All Oay Wednesday 


BANKAMERICARD 
MASTER CHARGE 


l l R P I l M 
i 
M I F I m 
! 
■ ■ W w 


\ 
MON.-TUES.-WED. JULY 1st, 2nd, 3rd 


3 EASY 
WAYS 
TO BUY I 
CASH 
CHARGE 
LAYAW AY 


PRC-HOLIDAY SPECIALS 


C O O L A N D C O M FO R T A BLE 
PRETTY 
COTTON SHIFTS 


P o lish ed co tto n or w ash 'n 
w ear cotton in colorful prints. 
Pocket, 
button 
and 
binding 


trims. S, M , L 
XL. 


BIG BO X O F 200 FA CIAL 
Rg°! TISSUES 


3 
BOXES 99* 
REG. 37' 


M O Z SIZ E 


J o h n s o n 's 


BABY 
POWDER 


77c 


IO O Z . S IZ E 


J o h n s o n 's 


BABY 
OIL 
c 
77 


FOR PORCH OR PATIO 
RICE STREW 
RUGS 


3 ’ x 5 ’ - 
2 " 


4 
W 
- 
4 " 


STOCK UP ON THESE PICNIC NEEDS! 
7 OZ. FOAM PLASTIC CUPS 
(A) 
, 
• R e u s a b le 
„ 0 
O 
9 1 j * . 
• For hot o r c o id 
2 rices*i 
P K G S . | 


b e v e ra g e s 
5 3 * p k g . 
3 4 * P K G 


P A N O 
3 - 9 9 
NAPKINS 
3 4 * P K G . 


(C ) 
P A C K A G E O F IOO W H lJE 
P A P IK PLATES 
59 


MODEL 
G 2 422 


3Vt H.P. ROTARY MOWER 
WITH 22 INCH CUT! 


*61 


Fe it jring rv-w swirl deck, loop 
handle with si Ie controls, 8 


p o ly wheels w height a .i|usters 
E 
re oil stiirtc 
Briggs and 
Stratton engine. 
, ie iischarge. 


R IG . $67.88 


Work-Saving Grass Catcher 
y 9 8 
Fits mower 
described above. 


4 
J' I 
't# 
f I 
f i f e r 
Latex, 
s k u l k s b h p1, 


• 
* * * 
■IIM* _ 


TRIPLE 
CHECK 
LATEX 
SEMI-GLOSS 
ENAMEL 
g e e 


Use inside or out dries 


fast goes on easily 


R E G . 6.9 8 


VINYL 
AIR 
MATTRESS 


99ie 


27” x72” 


29 HI. - J SPIED 
PORTABLE FAH 


aluminum prop**!*' 
blades polystyrene P 'aslit 
tu t* '* 
grill** 
.,* id * d 
st**l 
construction 
tnarntl finish 


RU. *I.H FAM STANO 


Collabout stand fits a b o ** fan 


F O L D IN G A L U M IN U M 
LAWN CHAIRS 


6 * 4*4 
W e b b s 
W a t e r fa ll A rm s 299 


KIDDIE CHAIR $2.99 
KIDDIE CHAISE $4.99 


i 


. . .- J. 


G E N E R O U S 2 2x 44 ” 
BATH 
TOWELS 


STOCK 
UP! 
88 


Bold n ew stripes, prints 
and solids. Thick, sup er 
a b s o r b e n t ! 


WASHCLOTHS 38' 


P AND SAVE THE EASY W AY-CHARGE ITS 


I Q I W. M A I N ST. 
STORE HOURS Mon.-Sat. 9:30 7:50 - Fn. 9:30 8:50 - Sun. I 5:30 
CIRCLEVILLE 


Society Page 
Calendar Of Events 


News Of Interest To Women 
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Hartshorn-Miller Vows Read 
In Church Of The Brethren 


Miss Kathryn Hartshorn and Mr 
David 
Miller exchanged marriage 
vows 3:30 p.m., March 23rd, at the 
Circleville Church of the Brethren The 
Rev. Marion Nansel performed the 
double ring ceremony for the daughter 
of Mr and Mrs. Jack Hartshorn. Route 
I, laurelville, and the son of Mr. and 
Mrs. Donald Miller S r. Route 5. 
Circleville before the altar graced with 
baskets of red and white carnations 
Mr. Tom Hartshorn gave his sister in 
marriage. The bride was attired in a 
gown of w hite bridal satin featuring an 
empire bodice w ith long fitted sleeves 
A chapel tram. fastened with a wide 
bow at the back flow ed softly over the 
floor length skirt The bride's elbow 
length veil was caught to a flat white 
satin bow and she carried a cascade 
arrangement of red roses and white 
carnations. 
Mrs Ted Barbee was matron of 
honor in a floor length gown of pink 
satin with a matching picture hat She 
earned a bouquet of white carnations 
and pink rosebuds. 
Joyce Valentine 
Feted At Luncheon 


After Graduation 


Miss M an Ellen Hartshorn, sister of 
the bride, served as flower girl. The 
little Miss wore a pink and white floor 
length dress and matching 
wide- 
brimmed hat and carried a basket of 
rose petals. 
Mr. Marion Come performed the 
duties of best man Mr Ted Miller. Mr. 
lawrence En in . Mr Tern Rose and 
Mr Harold Brown were ushers 
A reception at the home of the 
bridegroom's parents followed the 
ceremony. Hostesses were Mrs. 
Harold Browm Mrs Tom Hartshorn 
and Mrs lawrence E n in 
The 
bride 
is 
a 
graduate 
of 
I^urelville High School and is em­ 
ployed at General Electric I^mp Plant 
in Circleville. 
Mr Miller, a graduate of Circleville 
High School, is also employed at 
General Electnc. The couple now 
resides at 6204 S. Court St 


Out-of-town guests at the wedding 
were from. I^ancaster. 
l^urelville 
Rockbridge and 
logan. Ohio and 
Kentucky. 


60th Anniversary 


Celebrated With 


Family Dinner 


MONDAY 
Monrovian Garden Club 7 p.m. at 
home of Mrs. Donald Homey. 


Mrs. Marion's Class of Community 
United Methodist Church 8 p m at 
home of Mrs. Forrest Brown. 124 N. 
Scioto St. 
TUESDAY 
United Methodist Women of Mt. 
Pleasant Church 7:30 p m. in social 
rooms of the church. 


Pickaway County Garden Club 7:30 
pm . 
at 
home 
of 
Mrs. 
Robert 
Rickerd, 582 Sycamore Drive. 


Xi Eta Epsilon Exemplar Chapter of 
Beta Sigma Phi Sorority 7:30 p m. at 
home of Kathy Rhoads, Jefferson 
Addition. 
W EDNESDAY 
Dorcas Class of C alvary United 
Methodist Church, noon in home of 
Eileen Osborn, 526 Forest Drive. 


Valentine H om e 
Setting For 


Bridal Show er 


M R . W D M K S .I A M K S K. P E T E R S 


Open House Fetes 


25th Anniversary 


LINDSEY BAKE SHOP 
127 W. M ain St. 


CAKES - PIES - ROLLS - BREADS 


COOKIES - DONOTS - BONS 


A miscellaneous shower honoring 
Miss Valerie Valentine, who since that 
time 
has 
become 
Mrs. 
Alan 
Delamater, was held recently in the 
home of Mrs Robert Valentine. Route 
I, Circleville. 
Mrs. Valentine was 
assisted by Joyce and Kathy Valen­ 
tine. 
Guests were: Mrs. Porter Martin. 
Mrs. John Noecker. Mrs. Saul Rogols. 
Mrs. luring Valentine, Mrs. Donald 
Valentine and Robbie, Mrs. Porter 
Martin J r . Kim. Kelly and Perri. 
Mrs. Richard Huggins and Ramae. 
Mrs. Jerr\ F rancis. Mrs. Owen Fullen. 
Mrs. Harn 
Wright, Mrs. William 
Shelton, Miss Billie .Ann Shelton. Mrs. 
Ernest Martin and Nadine. 
Unable to attend but sending gifts 
were. Mrs. Ralph Stir, Mrs. James 
Lovett, 
Mrs. 
Dean 
Hersey, 
Mrs. 
Donald 
Bucher. 
Mrs. 
Wilson 
Delam ater 
and 
Miss 
Debbie 
Delamater. 


M ISS JO YC E V A LEN TIN E 


Joyce Valentine, daughter of Mr 
and Mrs. Robert Valentine. Route I. 
Circleville graduated on June 7th from 
the 
Ohio State 
University. 
She 
bachelor of arts degree 
College 
of 
Social 
and 
Sciences, m ajoring in 


received a 
from 
the 
Behavoral 
sociology. 


Following graduation ceremonies a 
luncheon was held in the Valentine 
home for the honored guest, relatives 
and friends. 
Attending 
were: 
Mr. 
and 
Mrs. 
Robert Valentine. Joyce and Kathy 
Valentine. Tern- Crumley, Mrs. Loring 
Valentine, Mr. and M rs. Donald 
Bucher. Mr. and Mrs. Harry Wright. 
Miss Christine Tooker and Mrs. Gene 
Wright. 


Candy C. Ream , 


Charles L. Karr 


Engagem ent Told 


MR. AND MRS. ROY HAM PP 


Mr. and Mrs. Roy L. Hampp. 423 E. 
Franklin St., celebrated their 60th 
wedding anniversary with a dinner 
party Friday evening at the Valley 
House in Chillicothe. 
Mr. Hampp and the former Nellie 
Fausnaugh of 
Stoutsville, 
were 
married June 28th, 1914, by the Rev. E. 
E. Zcheil in Stoutsville. Mr. Hampp is 
a retired employe of the Container 
Corp. 
The couple has four children, Goldie, 
Ruth, Rebecca and Eugene, 
nine 
grandchildren 
and 
13 
great­ 
grandchildren. 
Guests at the dinner were: Mr. and 
Mrs. Eugene Hampp. Columbus; Mr. 
and Mrs. .Anthony 
Rebecca I Regen, 
Mrs. William Goldie) Strawser. Mr. 
and Mrs. laster < Ruth» Ward, Mr. and 
Mrs. 
Nolan Sims, 
Mr. 
and 
Mrs. 
William Coff, and Mr. 
and Mrs. 
Charles Weaver, all of Circleville. 


I 


Former Circleville 
Resident To Marry 


The Rev. 
and 
Mrs. 
Joseph 
P. 
Weldon. 567 Ferndale Ave., Vermilion 
are announcing the engagement of 
their daughter, Jana, to Terry Jones, 
son of Mrs. Thomas M. Jones, 363 
Harcourt, also in Vermilion. 
Miss Weldon attended Circleville 
Schools while her father was pastor of 
the 
First 
Baptist 
Church. 
She 
graduated from Vermilion High School 
and 
is 
employed 
by 
the 
Ixiram 
National Bank. 
Mr. Jones, also a graduate of Ver­ 
milion High School, is currently em­ 
ployed by the Lakeview Baptist 
Church and the Lorain National Bank 
In August he will be attending Camp­ 
bellsville Baptist College in Kentucky* 
to study for the ministry. 
The wedding will take place 7:30 
p.m., Aug. 2nd at Ixikeview Baptist 
Church. 


■ 


CANDY CLAUD ETTE REAM 


Mr. and Mrs. Clifford E. Ream. 
Adelphi announce the engagement of 
their daughter. Candy Claudette, to 
Charles I^ewis Karr, son of Mr. and 
Mrs. Cecil Karr, Route I, I Laurelville. 
Miss Ream is a 1974 graduate of 
Logan Elm High School and Mr. Karr 
graduated rn 1972 from I^aurelville 
High School. He is employed by Rahig 
Tree Company, Forest. Ohio. 
No definite date has been set for the 
wedding. 


ALL 
WEATHER 
B A N K IN G 
AT 
THE S A V IN G S 
AUTO B A N K 
MEMBER FDIC 


fOI/RTH OF 44/ IX 


Underwear 


To Wear Out 


Cami sol e. . . 


. . . Tops 


From 56.00*12.OO 


Choose from a vv/de 


selection of Halters 


Tops 
Je an s 
Shorts 


Use Your Sharifs Charge 
BANKAMERICARD 
MASTER CHARGE 


Mr and Mrs. James E Peters, 705 
I 
Mound St., wire honored recently 
with an open house celebrating their 
25th wedding anniversary 


Hosting the event were their son and 
laughter-in-law, Mr. and Mrs. Edwin 
I) Peters, at their home. 427 Nor­ 
thridge Road. 


Jarru*' E. Peters and Martha Kline 
were married June 26. 1949. Assisting 
hostesses were daughters of the 
honored couple, Chen and CTnda 
GRIFFITH 
CARPET 


398 E. MOUND ST. 
474-8616 


WHERE THE CARPET 
BARGAINS ARE 


OPEN 
DAILY IO TO 5 
W EDN ESD AY & 
SATURDAY 
IO TO 12 N O O N 


FO R T H E JU LY B O R N : 


(fain of comet/hue nf 


-arm il 


- \ ;s 


J E N V B I D E R S 
JCPenney 


2 0 % off 
all bras, 
girdles 
on Sale 


Come in and save now 
on our entire stock of bras and'girdles. 
Training bras too The subtle shaping you 
want for today s styles Easy care fabrics 
with Lycra* spandex for stretch Some 
in colors All sizes 


Sale in effect 


thru Satu rda y 
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Dear Abby: 


By A b ig a il V a n Buren 
" 
Bi-Racial Child Wins Family Love 


Should Ill-Tempered Be Sent To Zoo? 


D EA K A B B Y : You discouraged a 
reader who wanted to acquire a 
chimpanzee for a pet, saying:"When a 
chimp reaches sexual maturity, he 
becomes frustrated, ill-tempered and 
unpredictable." 
As an anthropologist-father of three 
teen-agers, I would like to point out 
that you can sell a mature, healthy 
chimp to a zoo for twice what you paid 
for it as an infant-or take a comparable 
tax deduction. Thus you have all the 
rewards of living with an enthusiastic, 
outgoing, affectionate youngester until 
he becomes an adolescent, after which 
you have your investment back as 
well. 
On the other hand, your enthusiastic, 
outgoing, 
affectionate 
human 
youngster also becomes “ frustrated, 
ill-tempered and unpredictable" when 
he reaches sexual maturity. What 
then9 Do you know of any zoo that will 
make a deal? 
There is much to be said in favor of 
raising chimps. 
N E AI, KORN: 
VAN NUYS, CAL 
D EA K SIK : That s what I need in 
my column, more "korn." Paging 
Malcolm S. Forbes: How about doing a 
story in Forbes on the tax advantages 
of raising chimps instead of kids? Or 
do you think the country has had 
enough 
tax 
deductible 
monkey 
business? 
D EA K A B B Y : Tell "Ixw e Chimps” 
that, if she really loves them, she will 
forget about acquiring one for a pet, 
and she’ll leave them where they 
belong-in the wild. 
Tell her that the baby chimp she 
thinks is so cute was pulled off its dead 
mother's breast. (To capture a wild 
baby chimpanzee, its mother must be 
killed!) 
And please tell her that, if she really 
loves chimps, she will support her 
local zoo. Also, if she can afford to 
contribute a little something to a 
nonprofit, tax-exempt foundation, 
dedicated to study, preservation and 
propagation of the chimpanzee, to 
consider the Primate Foundation of 
Arizona, P.O. Box 86, Tempe, Ariz. 
Thank you, Abby. 
JO FR IT Z : S E C R E T A R Y 
D E A R A B B Y : I told my son and his 
wife I would be happy to babysit for 
them free of charge if anything im­ 
portant came up. ( I ’m a widow who 
babysits 
for 
extra 
money, 
which 
comes in handy these days.) 
My daughter-in-law told me that a 
course in landscaping was offered at 
the high school every Thursday 
evening for ten weeks and she and my 
son wanted to take it, so I agreed to 
babysit 
while they 
attented these 
classes. 
One day, their baby pulled some 
things out of a desk drawer, and that’s 
when I found a receipt for dancing 
lessons-every Thursday night for ten 
weeks! 
I felt so hurt and angry because I had 
been 
deceived, 
so 
I 
called 
my 
daughter-in-law and told her what I 
had learned. She laughed as if it was a 
big joke, then said: "Oh, how did you 
find out?" 
T told her the truth, and she said: 
Well, we didn’t think you’d sit for us if 
you knew we were taking dancing 
iessons." And she acted like there was 
noting w rong with what they had done. 
What do you think of this Abby? And 
what should I do now 9 
D ISA PPO IN T ED 
D E A R D ISA PPO IN T ED : I think your 
son and his wife should be ashamed of 
themselves. Let them know you will 
not be available for any more free 
babysitting unless it’s for something 
important, and for which they can 
provide proof! 
Problems? You’,, fell better if you get 


it off your chest. For a personal reply, 
write to A B B Y : Box No. 69700, L.A., 
Calif. 90069. Enclose stamped, self- 
addresed envelope, please. 
W ilmington Officer 


Ordered Reinstated 


W ILM IN GTO N , Ohio ( A P I - 
A 
Wilmington policeman who was fired 
lor allegedly withholding information 
on a killing in which a fellow officer 
was charged was ordered reinstated 
Friday by the Civil Service Com­ 
mission. 
Commission President Phil Haidet 
said officer Paul Dischner committed 
"an honest error in judgment as to the 
relevancy 
of 
information 
he 
pos­ 
sessed." The nature of the information 
was not disclosed. 
Dischner was dismissed after officer 
Dale A. Powell was implicated rn the 
April 22 shotgun killing of Randall 
< ioldie. 22. Powell faces an aggravated 
murder charge. 
N o Flexibility Seen 


In N ew UC Budget 


C IN C IN N A T I, 
Ohio 
( A P I 
University 
of 
Cincinnati 
President 
Warren Bennis said the school has 
been "stripped of any flexibility” with 
approval of its $140 million budget F ri­ 
day. 
The budget is approximately I per 
cent higher than a tentative budget 
approved in April, Bennis said. 


NOTICE OF P l BUC HI AKING 
ON TAX Bl IM.KT 
Two copies of the Tax Budget as ten­ 
tatively adopted for the Board of EducaUon 
of 
Circleville 
City 
School 
District 
In 
Pickaw ay County. Ohio, are on file In the 
office of the superintendent of said school 
district These are for public inspecUon; and 
a Public Hearing on said Budget will be held 
at the regular meeUng of the Board In said 
C ircleville, on Thursday, the lith day of 
Ju ly. 1974. at 8 OO o’clock P M 
M ary Ellen Bader. 
(hers 
Circleville City 
Board of EducaUon 
Ju lv I. 1974 


MOUNT VERNO N, Ohio (AP) — 
Christopher Stephen Godfrey is a 
lucky little boy. He has a home and ifs 
permanent. 
Chris is a bi-racial child, who starts 
with one strike against him in a matter 
of adoption. 
But, the Rev. and Mrs. Roy Godfrey 
found Chris and brought him into their 
home with their natural daughters, Jill 
and Jenny. Chris is 5 now and he has 
been a Godfrey since he was nine 
weeks old. 
Chris is half white and half black. It 
might have been difficult to find 
adoptive parents, but the Godfreys 
applied for such a child. Chris was the 
answer and the Godfreys couldn’t have 
been more pleased. 
When the Godfreys made up their 
minds to adopt a bi-racial child they 
told their families. The response was 
described as wonderful with the ex­ 
ception of one relative on each side of 
the family. These negative feelings 
passed quickly after they learned to 
know Chris. 
"W e felt the adoption would help our 
children with social awareness, be an 


NOTICE TOC ON TRACTORS 
STATE OF OHIO 
DEPARTM ENT OE TRANSPORTATION 
Columbus, Ohio, 
June 21, 1974 
C (infract Sales l>egal Copy 
No. 74 SVT 
I M T PRIC K CONTRACT 
Sealed proposals will be received at the 
office of the Director of the Ohio Department 
of TransportaUon, Colum bus Ohio. unUl 
IO OO A M 
Eastern Daylight Saving Time, 
Tuesday. Ju ly 16. 1974, for improvements In 
P a rt I 
Pickaw ay 
County. 
Ohio. 
on 
roads 
and 
facillUes 
P IC 
A W 
Marlon State Park - 
D E P A R T M E N T 
O E 
N ATU R A I. 
K E • 
SOI R C E S 
in 
Washington Township, 
by 
grading and adding aggregate in part and by 
applying a bituminous surface treatment 
Pavem ent Width • Varies 
Project and Work Length • Varies 
The date set for compleUon of this work 
shall be as set forth in the bidding proposal " 
Each bidder shall be required to file with 
his bid a cerUfled check or cashier's check 
for an amount equal to five per cent of his 
bid but in no event more than fifty thousand 
dollars, or a bond for ten per cent of his bld. 
payable to 1he Director. 
Bidders must apply, on the proper forms. 
it least ten days prior to the 
date set for opening bids In accordance with 
5625 Ohio R* 
IS 
I >epartmeni OI rranspor 
of the D istrict Deputy Director 


Chapter 
Plans and 
irtation and the office 


LANDMARK* IS 


ON GRAIN SERVICE! 


LO N G ON getting you unloaded quickly 
and back to the field in the shortest 
possible time. 
LON G ON approved facilities— ours are 
well maintained and ready— with mod 
em handling and drying equipment. 
LONG ON trained people who know how 
to take care of your grain ... also with 
up to the minute market information. 


LONG ON dependable weighing, honest 
testing and fair grading lf your grain 
is above average, your deal will be too. 
L O N G ON a N E T check that really 
counts. Always working to keep prices 
up and discounts down, we have helped 
you build O hio’s finest farmer-owned 
grain marketing system 


BRING YOUR GRAIN TO US . . 
WE WANT TO BE OF SERVICE 
CILL 225-8806 
LANDMIRK GRUN ELEVIT0R 
HAMILTON t GROVES ROADS 
COLUMBUS 
7403-20 


CIRCLE EVERY TUESDAY 


JULY 
1974 
S 
M 
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w 
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E V E R Y TU ESD A Y NIGHT OTR D E L I­ 
CIOUS R IB E Y E STEA K D IN N ER (COM­ 
P L E T E 
W ITH 
B A K E D 
POTATO, 
TOSSED SALAD. HOT B A K ED RO LL 
AND B I T T ER ), IS ONLY 


Because Every 
Tuesday Night Is 
FAMILY NITE 
4:00 P.M. to 9:00 P.M. 


COVERED WAGON 
STEAK HOUSE 


A DELIRIOUS DIVISION OF VAN-ORR FOODS 


LOCATION: 
ONE M IL E SOUTH OF CIRCLEV IL L E ON U.S. 23 
> — /. 


HOURS 
SUNDAY THRU THURSDAY 11:00 A.M. -9:00 P.M. 
FR ID A Y AND SATURDAY 11.00 A.M. - 10:00 P.M. 


enriching experience and help them 
learn that their parents practice what 
they believe," said Mrs. Godfrey. 
To Jenny and Jill, Chris is a natural 
part of their home life and the children 
are quite close, the mother said 
From the beginning the Godfreys did 
not try to hide to their girls the fact 
that Chris’s skin was a different color 
than their skin. The parents felt that 
bringing Chris into their lives was even 
more special to the family unit since 
the girls could share the joy of a new 
baby. 
As for Chris, the Godfreys knew he 
realized even at an early age that he 
was of a different skin color so they 
liegan explaining on a level he could 
comprehend why they had adopted 
him. 
"W e told him the truth and that we 
wanted him very much," said the Rev. 
Mr. Godfrey. 
Mrs Godfrey took it a step farther and 
told Chris that his natural mother 
loved him so much that she wanted 


him to have someone who could take 
good care of him so she had to give him 
away. 
The Godfreys have not thus far en­ 
countered problems or discrimination 
by having adopted Chris. 
‘We think the love Chris is learning 
will help him cope with problems that 
may arise," said the Rev. Mr. God­ 
frey. 


NOTICE OE ANNEXATION 
HE ARINO 
NoUce I* hereby given that a certain 
PeUUon appointing Stephen I D ueller a n n i 
and 
seeking 
the 
annexaUon 
of 
certain 
territory containing0 89 acres located In th* 
northeast com er of the Interjection of Route 
752 and the CtrclevUle Lockbourne Road In 
the 
Township 
of 
Harrison, 
County 
IMckaway State of Ohio. to ihe Village 
Ashville County of Pickaw ay. State of Ohio, 
will be the subject of a public hearing at the 
court room of the Common Pleas Court of 
IMckaway County, Ohio. at 9 OO A M , on the 
7th day of August. 1974 
Ju ly I. 8. 15. ft. 1974 


Y ou A re C o rd ia lly 
INVITED 


To Do All Your 
SA V IN G HERSI 
The 
SCIOTO BUILDING 
I LOAN CO. 
157 W. M a in St. 


WHY 
MONKEY 
AROUND? 


for qualification atleast ten days prior to the 
bids in accord 
evised Code 
speriflcaUons are on file In the 
of Tri 


The Director reserves the right to reject 
any and all bids 
J P H IL L IP R IC H L E Y 
D IR E C T O R 
Ju ly I. Ju ly 8, 1974 


These Specials Good All Week! 


SEMI BONELESS HAM 
. 89* 
RIB STEAKS 
, $1M 
NESTEA 
)»,. 89° 
BUNS 
8 Count. Hamburger or Hotdog . . 
39° 


WARD’S CARDINAL MARKET 
IN D O W N T O W N CIRCLEVILLE 
166 W. M a in St. 


TRY OUR 
PROFESSIONAL 
SERVICE 


THOMPSON 


LINCOLN-M6RCURY 
474-2166 


Earning 
top interest 
is as close 
as your mail box! 


bv mail at 
Buckeye Federal 
Swings 


7.50% * 
6.75% * 
6.50% * 
5.75% * 
5.50% 
5.25% 


4 to 10 year investment 
certificate (Minimum 
balance $1 .OOO) equals 


2’/? to 4 year investment 
certificate (Minimum 
balance $1,000) equals 


1 to 2'/? year investment 
certificate (Minimum 
balance $1 OOO) equals 


3 to 12 months savings 
certificate (Minimum 
balance $1 .OOO) equals 


90-day notice savings 
account (No minimum 
balance) equals 


Pa$s Card or Passbook 
Savings account (No 
minimum balance) equals 


7.90% ** 
7.08% ** 
6.81% ** 
6.00% ** 
5.73% ** 
5.46% ** 


Interest compounded daily from day of deposit 
Substantial penalty for early withdrawal 
12 Month return when left to compound 


Buckeye Federal will send you a free Save by Mail Packet 
it contains everything you'll need and explains how simple it is 
to handle all your savings transactions by mail at Buckeye 
Federal 


I want to know more about how easy it is to save by mail. 
Please send me a Buckeye Save by Mail Packet 


Name 


Address 


City 
State 
Zip 


Mail your coupon to Buckeye Federal Savings 
and Loan, Save by Mail Information Center, 
36 E. Gay Street, Columbus.Ohio 43215 ... 
or telephone (614)225-2267 to receive 
your FREE Save-by- Mail Packet. 


A Member of the Federal Savings and Loan Insurance Corp., 
an Agency of the U.S. Government 


Geneva State Park Offers 
3 Mini-Recreation Areas 


EDITOR S NOTE: Ohio has 62 state 
parks, but most Ohioans are familiar 
with only a few of the parks and the 
opportunities for outdoor recreation 
ihat they offer. This is one of a series of 
stones designed to make Ohioans 
more aw are of what their state parks 
have to offer. 
Geneva State Park in the nor­ 
theastern Ohio county of Ashtabula is 
actually three areas, each with its own 
varity oi outdoor recreation facilities. 
joined together by tree-lined paved 
roads. 
The recreation -seeking public will 
find picnic facilities, bathing beaches, 
hiking trails, cabins and a variety of 
fishing spots apportioned throughout 
the three mini-parks — the Chestnut 
Grove area, the Crab Apple area and 
the cabin area. 
I-ike Erie has caused Park Manager 
Doug Burgett and his maintenance 
crew 
som e 
problem s. 
It 
once 
threatened to claim the cabin area, 
and it has claimed portions of the park 
beach. 
‘‘We win a few and lose a few,*' says 
Burgett. He feels that the IX*partment 
of Natural Resources is doing well, and 
more than holding its own, against the 
eroding forces of I^ake Erie. 
The cabins are now protected by an 
870-foot steel breakwall. The debris 
which is washed ashore onto the beach 
areas is bulldozed into piles and hauled 
away. It is a continual battle, but the 
diligence of the park crew keeps the 
facility in top condition 
The popularity of the park can be 
ascertained by the attendance figures 
which reveal that an average of more 
than 2,000 visitors flock to this state 
facility each summer weekend. 
Wheeler Creek, a good fishing spot, 
has 12 deluxe housekeeping cabins and 
the park office in the cabin area. Also 
in this area, just east of the park office. 
is a 
privately-owned 
10-hole 
golf 
course. The area can bt* reached by 
using I-ike Road off State Route 534. 
The Crab Apple area, also off I .ake 
Road, has IOO picnic tables, two 
shelterhouses, restrooms, and parking 
for 120 cars. The shelterhouses and a 
large recreation area for bring-your- 
oun-equipm ent 
gam es 
such 
as 
baseball, volleyball and badminton 
make this area popular for group 
picnics. 
The area is interspersed with hiking 
trails, cut through the tree-ladened 
area by park employes to allow nature 
lovers to view a variety of wildlife, 
flowers and plants. 
The Chestnut Grove area, which is 
off the end of State Route 534, has 150 
picnic tables, ample parking, and a 
1,400-foot beach. Eight lifeguards are 
on duty from Memorial Day through 
I-ibor Day. 
Most popular picnic sites in this area 
are in a grove of silver maples. 
Cowles Creek, which provides good 
catches 
of 
bluegill, 
sunfish, 


THE 
FAMILY 
LAWYER 


Big Eddie, an oversized teen-ager, 
liked to bully the girls on their way 
home from school. When several 
parents finally complained to school 
officials, 
E ddie was 
placed 
on 
probation. 
But at that point, his own parents 
decided to take a hand. Filing a lawsuit 
against the school, they claimed their 
son's punishment was illegal. 
“ All of these incidents happened 
after school, aw ay from school 
grounds,” 
they 
pointed 
out. 
“Therefore, the whole m atter was 
outside the school’s jurisdiction. 
Problems of this kind ought to be 
handled by the parents, not by the 
school.” 
However, 
the court 
upheld 
the 
probation order against Eddie. The 
court said schools have a “ long arm ” 
reaching any misconduct by students, 
even away from school, that disrupts 
the educational process. Said the 
judge: 
The true test (is) not the time or 
place of the offense, but its effect upon 
the morale or efficiency of the school." 
Still, to justify disciplinary action, 
the harm to the school must be sub­ 
stantial. 
Thus, another court 
voided the 
suspension of a high school athlete w ho 
had been found in a car containing 
several bottles of beer. The bottles 
were not his. He had not been drinking. 
And the incident took place during 
vacation. The court said there was not 
enough harm to the educational 
process to justify the penalty. 
In a third case, two students were 
suspended for publishing an “ un­ 
derground” newspaper, which they 
had distributed off school premises. 
Evidence in a court hearing in­ 
dicated that the newspaper did indeed 
contain criticism of the school. But the 
criticism was not 
1) libellous; 
2) inflammatory; or 
3) obscene. 
The court thereupon lifted the 
suspension, 
saying 
that 
school 
authorities had overreacted. 
They 
should have been particularly wary, 
said the court, of infringing on the 
constitutional right of freedom of the 
press 
A Pickaway ( aunty Bar Assn., An 
American Bar Assn. and Ohio State 
Bar Assn, public service feature by 
Will Bernard. 


\ PICNIC’ (iKOVE—Shaded picnic areas are one of the 
special features of Geneva State Park in Ashtabula County. 
There are 250 picnic tables in two park areas and both areas 
are shaded by groves of oaks and silver maples. 


BRIDGING AT GENEVA—This bridge over Cowles Creek in 
Geneva State Park serves many purposes. It provides pic­ 
nickers in the Chestnut Grove area an access to the park s 
beachhouse, it is a good spot from which to cast a fishing line 
into the creek and it provides an excellent view of Lake Erie. 


smallmouth bass and catfish, is in this 
area. 
A 
bridge across the creek 
provides picnickers with an access to 
the park’s large beachhouse, tem­ 
porarily inoperative because Lake 
Erie has claimed a m ajor share of the 
beach. The bridge also is a good place 
from which to cast a fishing line. 
Fisherm en also can fill a creel out of 
two ponds and a m arsh which are in 
the approxim ate center of the 682-acre 
park, or by fishing I^ake Erie from any­ 
place on the shore except designated 
swimming areas. 
Hunting of pheasant, grouse, and 
rabbit 
is permitted in season in 
designated areas of the park. In the 
m arsh area, duck hunting is permitted 
in season. 
Ohio Pianist 
Applauded 


MOSCOW (AP) - David Lively of 
Ironton, Ohio, got rave reviews from 
the Soviet news agency Tass Sunday 
for his performance in the finals of the 
fifth International Tchaikovsky Music 
Competition. 


“ He displayed the breadth of creative 
gamut, 
a 
sparkling artistic 
tem ­ 
peram ent and masterfly technique,” 
Tass wrote of Lively’s rendition of 
Tchaikovsky’s First Concerto 
and 
Prokofiev’s Third Concerto. 


“ Lively displayed the qualities of a 
p lay er-d ram atist who is able to 
subordinate all means to the at­ 
tainm ent of a single goal,” Soviet 
critic Andrei Kochetkov found, in 
interpreting Tchaikovsky’s miniature 
Harvest. 
Tass said Kochetkov found that Lively- 
played a Mozart sonata with classic 
clarity and radiancy, Tass said. 


Blood Supply 
Dangerously Low 


COLUMBUS, Ohio (AP) 
- The 
Central Ohio Red Cross’ emergency 
blood supply is dangerously low , ana 
officials say they are concerned about 
the possibility of a large number of 
auto accidents over the Fourth of July 
weekend. 
Naomi Towers said poor donations 
this year have created an urgent need 
for blood in the 24-county central Ohio 
region. Current blood supplies already 
have been allocated for planned 
surgery and for emergencies, she said. 
The Columbus Red Cross is extending 
its hours this week and satellite cen­ 
ters have been encouraged to beef up 
appeals for donors in an effort to build 
up the blood bank, she said. 
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Geneva State Park is adjacent to the 
village of Genva-On-The-Ixike. It is 75 
miles from Akron, 50 miles from 
W arren, 67 miles from Youngstown 
and 83 miles from Canton. 
Park Manager Burgett says that the 
park draws visitors from all over the 
state, including Columbus. The park is 
194 m iles from Columbus using 
Interstate Routes 71, 271 and 90, and 
State Route 534 to the park. 
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KATHY E. SEICH 


Kathy E. Seich has been named 
employe relations specialist at the 
Circleville General Electric I-amp 
Plant, according to E. G. Grigg, plant 
manager. 
Miss Seich is a native of Cleveland, 
Ohio and a 1973 graduate of Ohio State 
University where she received a BA 
degree in psychology. 
Miss Seich currently resides in 
Columbus, Ohio. 
Derailm ent 
Cleaned Up 


PORTSMOUTH, 
Ohio 
(AP) 
Railroad crews worked through the 
night to clean up wreckage of a freight 
train derailment as sheriff’s deputies 
stood by as a precaution against toxic 
phosphoric acid leaking from two tank 
cars. 
C H. Hale, superintendent of the 
Norfolk & Western Railroad’s Scioto 
Division, said he hoped the tracks 
would be cleared by this morning. 
Three tank cars were damaged in the 
accident. Two began leaking heavily 
while the third was damaged only 
slightly, officials said. 
Hale said a ditch was dug to drain 
the spilled chemical. Another official 
said thousands of gallons of the sub­ 
stance leaked from the cars. 
The situation was described as 
“ pretty well under control” by a 
spokesman for the sheriff’s depart­ 
ment. But he said units were standing 
by “ in case anything happens.” 
9 Firem en H urt 
By Leaking Gas 


CINCINNATI, Ohio (AP) - Nine 
firemen were treated and released 
early Monday at a hospital after they 
were overcome by leaking hydrogen 
cyanide gas in a warehouse where they 
were training, fire departm ent of­ 
ficials said. 
None of the men was seriously injured 
in the incident. 
A spokesman said the cannisters of 
gas had been stored in the building for 
years and that one apparently rup­ 
tured. F irem en rem oved all the 
cannisters from the building following 
the incident. 
Drivers Ignore 


Mechanics Strike 


CINCINNATI, Ohio 
(API 
- 
A 
spokesman for the Yellow Cab Co. said 
Sunday that most veteran drivers are 
ignoring the picket lines of Team sters’ 
union mechanics. 
The mechanics struck Friday night, 
but the spokesman said the strike was 
not affecting company service. 
No negotiations are scheduled. 


Tornado Touches 
Conneaut Section 


CONNEAUT, Ohio (AP)— Conneaut 
Police Patrolman George Vanaskey 
said two persons were injured and 
several buildings were wrecked by a 
tornado that touched down in the 
southern section of Conneaut Sunday. 
The trailer home of Rev. and Mrs. 
Jerom e Bernard was demolished. The 
couple 
w ere 
treated 
at 
Brown 
Memorial Hospital and released. 
Vanaskey said one trailer parked near 
a private lake on the William Wiita 
property was “lifted off its pad and 
hurled 50 yards to the edge of a lake 
and then rolled into the water." 
Wiita said he was in a trailer addition 
Witnesses 
End M eeting 
In Cincinnati 


CINCINNATI, Ohio I AP) - A national 
religious leader, speaking at a regional 
Jeh o v ah ’s W itnesses convention, 
blamed international tensions on the 
failure of the United Nations and the 
weakness of world leaders. 
R. V. Franz, a member of the board of 
the Watch Tower Bible and Tract 
Society of New York, addressed a 
crowd of 32,501 in the closing session of 
the four-day convention at Riverfront 
Stadium. 
Franz said that although the United 
Nations and 
its 
predecessor, 
the 
league of Nations, were designed to 
lead to world peace, they have failed to 
produce a world free of military ar­ 
mament. 
“ The U nited N ations, although 
organized for world 
peace and 
security, has not prevented the 
development of the nuclear bomb and 
intercontinental ballistic missile with 
warheads containing nuclear bombs of 
devastating power,” Franz said. 
Franz told 
Witnesses 
from 
238 
congregations in Ohio, K entucky. 
Indiana and West Virginia that the 
U N. does investigate crises such as 
pollution and disease. 
“ However, it finds itself unable to 
copt* with the worsening situation we 
find shaping up today,” he said. 
“ It has its International Court of 
Ju stice, 
police 
force, 
G eneral 
Assembly, Security Council, and now 
135 m em bers, but for all that, the 
world state of affairs still continues ex­ 
plosive,” Franz added. 
Franz blamed world leaders for 
recognizing 
serious 
problems 
and 
refusing to interfere. 
“ Promises of politicians to lay the 
foundation for a ‘generation of peace’ 
sound hollow,” he said in an obvious 
reference to one of President Nixon’s 
themes. 
Franz’ rem arks closed the convention, 
which included a mass baptism of 
several hundred persons Saturday. 
Hospital 
News 
ADMISSIONS 
Robert McCain, 508 Renick Ave. 
Thomas Downing, 163 W. Mound St. 
Cratis Iim ings, Columbus 
Mrs. Bruce lilly, 1231 South St. 
Mrs. Donald Clark, Route I 
Mrs. Charles Glitt, Ashville 
Wayne Thomas, I^aurelville 
Mrs. Thomas Calton, Route 4 
DISMISSALS 
Jesse Blue, Ashville 
Michael Smith, 1594 E. Main St. 
Mrs. Lee A. Smith, 1116 S. Court St. 
M rs. 
Ronald 
L. 
G aines 
and 
daughter, 140 Villa Drive 
Mrs. Russell Gilmore, New Holland 
Mrs. George E. Sweet Jr., and 
daughter, 105 Wilson Ave. 
Mrs. Donald J. West and daughter, 
526 S. Scioto St. 
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to his home when he saw the twister 
coming and dropped to the floor. The 
home was not hit. 
Vanaskey said another 34-foot house 
trailer was lifted over three five-foot 
high trees, landing 30 feet from its pad. 
He said the twister left a swath of 
damage 400 to 500 feet wide. 
Vanaskey said more heavy damage a 
few miles eastward toward the Penn­ 
sylvania border may also have been 
caused by a tornado. The roof was lift­ 
ed off a house where a family was 
entertaining 35 guests, he said. 
Windows were smashed and furniture 
was lifted out of the house, but no in­ 
juries were reported. 
In nearby Ashtabula, City Manager 
Edward Bento declared a state of 
emergency for a two-hour period 
because of damage from high winds 
accompanied by heavy rains. 
City workers were called out to 
remove trees blown down on city 
stree ts. 
Cleveland 
E lectric 
Illuminating crews were repairing 
broken lines. 
Set Academy 
Construction 


COLUMBUS, Ohio (AP) - Ground­ 
breaking is scheduled July 22 for the 
new 
$3.3 
million 
Police 
Officers’ 
Training Academy, to be built near the 
london Correctional Facility. 
The center will provide advanced and 
technical training for the more than 
21,000 policemen, sheriff’s deputies, 
m arshals and constables in the state. 
The complex will include a dormitory 
for men and women law officers, a 
large classroom area, cafeteria, 
gymnasium and pistol range. 
It will be under the direction of the 
state Attorney General’s Office and be 
operated by the Ohio Peace Officers’ 
Training Council. 
The facility will be built with tax funds 
approved by voters in 1968, and with 
federal revenue-sharing money. 
Rains Hit 
Pennsylvania 


By The Associated Press 
Heavy thunderstorms bombarded the 
southern half of Pennsylvania today, 
causing some flooding. 
Also hit by the string of storms were 
southeast Ohio and New Jersey. 
Police in New Kensington, 
Pa., 
reported flooding in the community’s 
downtown section with many outlying 
areas entirely washed out. 
Lighter rain drenched most of New 
England, southern Florida, the nor­ 
thern Rocky Mountains and into the 
central plateau and northeast Califor­ 
nia. 
Most of the rest of the nation had clear 
skies. 
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Meat Costs Consumers 


By M U ISE COOK 
Associated Press Writer 
Food prices: Everybody has a gripe. 
From the livestock producer who’s 
losing money; to the supermarket 
operator whose costs are up; to the 
consumer struggling to stretch the 
family budget. 
The situation they face is full of 
confusion and contradiction: 
—The farmer is getting less money for 
his cattle, but the consumer is paying 
almost as much for meat as he did last 
year. 
—The livestock producers who raise 
the calves and fatten the cattle for 
market and the middlemen who 
slaughter the steer and sell the meat to 
you are faced with higher costs. Some 
are losing money. Even those doing 
better than last year say profits are 
lower than they were five years ago. 
—The administration is encouraging 
people to buy meat and has promised 
to buy $100 million of beef and pork to 
help boost the farmer’s income. 
—I ^coking ahead, the government 
hopes large grain crops this year will 
cut the price of feed grains, making 
meat cheaper to produce. But even if 
this happens, nobody knows how much 
of that saving would be passed on to 
you at the retail meat counter. The 
question is whether inflation of other 
items can be controlled. 
Normally, farm, wholesale and retail 
prices go up and down together. It isn't 
working that way with meat. Why not? 
To understand what’s happening to 
your meat budget now, you have to go 
back to early 1973. 
A little more than a year ago, farmers 
were getting high prices for their 
cattle. Consumers, paying an average 
of $1.36 a pound for meat, got angry 
and organized a weeklong meat 
boycott. 
The government, meanwhile, put 
ceilings on what packers could charge 
supermarkets and what supermarkets 
could charge you for beef, lamb and 
pork. Farmers, however, were allowed 
to charge more money for their 
livestock. The bottom was allowed to 
go up, but the top and the middle 
stayed put. 
The packers and retailers rebelled, 
refusing to pay more because they 
couldn’t charge you more. Farmers 
held on to their animals, creating an 
oversupply on the farm. When controls 
came off last September, farmers sent 
all the cattle to market, there was a 
greater supply than demand and farm­ 
ers got less money than they expected. 
The backlog is still there. It got even 
bigger in December and February 
because of truckers strikes that kept 
meat from the market. Farmers are 
still getting less money than they did 
one year ago, but retail prices, until 
recently at least, were at or near 1973 
levels. 
Where is your meat dollar going? 
Here is a government breakdown in 
cents: 
Apr 72 Apr 73 Apr 74 
Retailer 31.0 26.7 30.6 
Packer 6.3 6.2 7.4 
Farmer 62.7 67.1 62.0 
Another set of government figures 
shows that the farmer got about 8 cents 
less for a pound of beef this May than 
he did in April, 1973. The retail price 
was down only one penny—from $1.36 a 
pound to $1.35. Why? 
Industry sources, who don’t like to 
talk for attribution about this sensitive 
subject, give this explanation: 
Suppose you are a retailer who buys a 
product for $1 and resells it for $2. Of 
the dollar markup, 80 cents goes for 
costs of running your store; 20 cents is 
profit. 
Now, suppose the amount you pay for 
the product goes down to 50 cents. At 
the same time, however, your other 
costs go up to 90 cents. That’s $1.40. 
Add your 20 cents profit and you have a 
$1.60 selling price. 
The wholesale price has dropped 50 
cents, the retail price only 40 cents. 
That’s what’s happening to meat 
prices right now. 
The American Meat Institute, which 
represents the packers, broke down 
what happens to the 7.4 cents the 
packer gets of your meat dollar: 
Wages and salaries 3.7 cents 
Rent, depreciation and interest 1.5 
cents 
Supplies and containers 1.0 cents 
All other expenses 1.6 cents 
Profit .3 cents 
The institute said it could not provide 
comparable figures for 1973. But a 
spokesman said wages alone had risen 
12 per cent in the past year—from an 
average of $7.41 an hour last year to 
$8.29 this year for salaries and fringe 
benefits. 
Elias Paul, president of John Morrell 
Co., one of the largest packers, said 
that until this year the industry had 
been averaging a profit of between 
nine-tenths of a cent and 1.2 cents for 
every dollar of sales. This year, he 
said, earnings were less. 
The National Association of Food 


Chains, representing retailers, said 
labor costs account for 65 per cent of 
the supermarket’s share of the dollar. 
The rest goes to 
utilities, 
rent, 
depreciation, taxes, maintenance and 
repair, promotion and insurance. 
Clarence Adamy, president of the 
association, offered a breakdown of 
the percentage of nonlabor cost in­ 
creases from 1973 to 1974: 
Hauling meat to store 17.9 
Refrigeration cases 25.7 
Meat coolers 10.5 
Meat saws 15.7 
Packaging 25.0 
Utility rates 10.0 to 60.0 
Industry profits are expected to rise 50 
per cent this year, the association said. 
A spokesman said that in dollars and 
cents, this means the store will make 
three-fourths of a ceht for every dollar 
in sales, instead of one-half cent. And a 
spokesman said that in 1968 and 1969, 
the retailer made about a penny for 
each dollar in sales. 
In response to complaints by livestock 
producers—ranchers who raise the 
calves and feedlot operators who 
fatten them for market—the govern­ 
ment has launched investigations of 
whether the spread between the price 
the farmer gets and the price the 
consumer pays is too large. 
“ It is high time that ... lower farm 
prices show up more fully in lower 
retail store prices,’’ said Agriculture 
Secretary Earl Butzon May IO. “ While 
food prices at stores have leveled off 
some, margins are still higher than 
normal.” 
An 
Agriculture 
Department 
spokesman said late last month that 
the problem with meat prices stem­ 
med from “ chains and packers, 
especially chains. Chains don’t like to 
lower prices because they’re afraid 
they’ll have to raise them in the 
future.” 


Supermarket spokesmen say this isn t 
true. They say they have lowered meat 
prices and claim the drop is more than 
the government says it is. “ They don’t 
give enough weight to specials,” said 
A D. Davis, chairman of the board of 
WinnDixie Stores, one of the nation’s 
IO largest chains in terms of sales. 


Pantry 
Pride-Food 
Fair 
su­ 
permarkets, another of the top IO, 
pointed to prices for Philadelphia 
stores which it said were typical: 
Sirloin steak for $1.39 a pound, com­ 
pared to $1.45 a year ago; rib roast for 
SI .19 compared to $1.29 a year ago; 
boneless chuck for $1.09 compared to 
$1.29 a year ago. 


The consumer contributed to keeping 
meat prices high by eating more beef 
than ever before. 
The government figures per capita 
consumption figures based on the 
carcass weight of an animal—after 
such things as the hide are removed, 
but before the byproducts are dis­ 
carded. 


Consumption of beef and veal rose 
steadily until last year. Here are the 
figures: 
1971: 116 pounds 
1972: 118 pounds 
1973: 111 pounds 
But this year, the figure is up again. 
The American National Cattlemen’s 
Association, gave these per person 
figures for the first five months of this 
year, compared to 1972 and 1973: 
1974: 47.37 pounds 
1973: 45.16 pounds 
1972: 47.10 pounds 
lf Americans keep eating at the same 
rate, per capita consumption for 1974 
would be about 114 pounds. But Ameri­ 
cans traditionally eat more beef in the 
summer months when barbecues whet 
the appetite for red meat. 


DID YO U K N O W THAT DRUG "INTERACTION 
C A N 
H A R M Y O U ? 


It s a tact that some medications 
are 
incom patible, 
producing 
dangerous side effects We want to 
know 
a ’ l 
the 
m edications 
(prescriptions and others) you are 
taking 
As new medications are 
prescribed, we ll advise you of any 
possible ill effects 
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*10 GIFT CERTIFICATE 
IF YOU WIN! 


Latest Styles for Children 
Ladies' Wear 
MABE'S 
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Utility Talks 
Continue 


COLUMBUS, 
Ohio 
(AF) 
Negotiations between the Columbus & 
Southern Ohio Electric Co. and elec­ 
trical workers continued into the early 
hours today, and workers remained on 
the job after midnight expiration of 
their contract. 
Officials of both the company ann 
Local 1466 of the International 
Brotherhood of Electrical Workers 
declined comment on progress of the 
talks. 
A strike vote scheduled Sunday was 
postponed as bargaining continued 
A walkout would affect about 1,600 
workers in 24 central and .southern 
Ohio counties. 
The company has said supervisory 
personnel would be able to maintain 
operations if a strike occurred. 
Plum bers Union 
Rejects Contract 


CINCINNATI, Ohio (Apl — Almost 
400 plumbers union members rejected 
a contract offer by the Cincinnati 
Building Trades Council by voice vote 
Sunday. 
The contract offered a 75-cent-an-hour 
increase this year, and an 80-eent 
increase next year. 
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COMPLETE SELECTION OF 
FINE FOODS 


FROM OUR 
BUFFET 
ALL YOU CAN EAT 
.. AT ONE LOW PRICE 


HOURS: Mon. — Thurs. l l :00 - 2:00 and 5:00 • 8:30 
Fri. ll :00 - 8:30 Sat. 11:00 - 2:00 and 5:00 • 8:30 
Sunday 11-8:30 
BRING THE FUHLT! 


RESTAURANTS 
© 
AT UNM (HOATH) ((K IO S (< IV^ANT • » ( SIA IN SM T O H INCOME* M U * 


i YOUTH CENTRE 
LAMPPOST * 


119 E. M A IN ST. 
474-4947 )^. 


Bsf MATIDMWISE Auli Paris 
115 S. COURT ST. 
474-7223 


FIW V' 
iOMG l if e o il filter 


FRAM 
PH8A 
Motorcraft 
vx 


HAWK PRO-AM 
DWELL 
TACH TESTER 


# 7 6 2 
THAM, MOTORCRAFT or LEE 
OIL FILTER 


. 5 8 
FILTER " 


For 4. *. or 8 cylinder 
engines 
6 or 
12 
V 
nos 
or nek 
ground 
R P M 0 1200 


A EXTRA 
T U N E U P G U I D E , 
AT N O A D D I T I O N A L COST 


STAGE 01L189 
LIMIT 2 
[k e lly - s p r in g f ie ld j 


FREE 60 DAY RIDE 
H not completely 
satisfied — tim ply 
return 
your Mon 
roe Shocks (or 
full refund 
M7Arrk TIRES 


MONROE 


r 
n 
SHOCKS 


B 78x 13 
£ 7 8 x 14 
95 41195 


f 


F 78x l 4 
G 7 8 x l4 & 15 
95 oms 


H78xl4 & 15 
L 7 8 x l5 
95 
EACH 


For a smoother, safer road- 
I gripping ride, less front end 
wear and tear, lower repa r 
bills and longer tire wear 


’“ffi'ZIP CAR WASH, 
A \ 
n a e 
n 
r 
f l 
20 oz. 


* 
JOHNSON’S “ SPRINT” 
LIQUID CAR WAX 
167 
16 oz 


Du p o n t s p o n g e 


22” 29 


Features the Armorubberf tread for 
sure stopping 
cornering and money 
saving mileage 
Strong 4 ply nylon 
cord for long wear road protection, 
innerlmer retains proper inflation for 
maximum air retention 


ALL TIRES P LU S F.E.T. 
NOT INSTALLED 


'Mark 
fare 
P ly"’ad*Ser,es 


*Ve, 


BIG DADDY 
.fg^TACHOMETER1 


- 2 7 


Model 


EXTRA SOFT 
& ABSO RBENT 39 


10,000 
RPM, 
12 
v o lt 
Negative 
Ground 
Mounts above or below 
dash 
or 
on 
steering 
c o lu m n 
Mounting hardware included 


POV 
„ VALVES 
S i l l 


FO R 
M O ST 
_ 
C A R S 


Ends 
hard 
s t a r t i n g , 
stalling 
8. 
poor 
gas 
mileage 
H e l p s 
fight 
.pollution too’ 


Ml 
wjG 


SNAP 
8 MINUTE 
MOTOR 
FLUSH 
c 


r—m----- 
L-U “ITTTX!—' 
ENGINE 
OVERHAUL KIT 
*■ I s 


I QT. 
Frees Sticky Valves 
and Rings 


Small & big block Chevys 
Small block Fords 


ALL T H E GASKETS 


[YOU NEED FOR A 


CO M PLE TE O V E R H A U L1 


3/4 TON 
HYDRAULIC1 _ 
B U M P E R i 
J A C K 
88 


A P P R O V E D 5 GAL. 
GAS CAN 


-ANIM* UXI'**,* 


1 SB 7 ITS 


I 222 


in clu d e1, 
s p o u t 
a n d 
safety vent cap 


Positive 
h y d r a u l i c ! 
c o n t r o l . 
Fi ngertip 
control 
o p e r a t i o n 
if 
Z 
U 
W0-40 
• 
SPRAY 


ll OZ 


Stops 
s q u e a k s 
seconds 
Pick a locksmith in the 
Yellow 
Pages 


Youth 
Baseball 
Results 


TRI-! OI ATY MAJORS 
Washington 5, Pickaway 4 
Washington scored a run in the first 
extra inning to dump Pickaway from 
first place in the league. 
Jeff Selmer and Jeff Justus com­ 
bined for the win while Collins and 
Webb were charged with the loss. 
Washington 19, Saltcreek 0 
Jeff Justus fired the first five in­ 
nings, fanning 14 batters. Gary Hoff­ 
man finished the pitching chores with 
two strikeouts in the rout of Saltcreek. 
TRI-COUNTY PONY LEAGUE 
Logan Elm Village 19. Westfall 5 
Tony Crist and Dan Calton combined 
to pitch a four-hitter while the potent 
bats rumbled to produce 19 runs. They 
walked two and fanned 15 to go along 
with the four-hitter. 
Mark Skinner blasted a home run to 
lead the hitting attack. Jerry Scanlon 
had a triple and a double and Randy 
Pontius had a triple. Dave Calton and 
Tim Fouch powered doubles for the 
winners. 
* 
Mower), 
Henson, 
and 
Hammon 
were the losing pitchers walking nine, 
fanning eight, and allowing 17 hits. 
Valone had a homer and a single and 
Hammon had a double and a single to 
lead the losers. 
Male Team 
Nips Ladies 
In Scramble 


A team of four men bested four 
women for low gross honors at the 
rescheduled 
U pper 
Lansdowne 
Scramble Tournament Saturday. 
Merchandise prizes totaling $350 
were divided among the six winning 
teams. 
Bob Stone, Jay B astian, 
Ron 
G arrett, and Wayne Newman com­ 
bined for a 46 to win low gross honors. 
Finishing at 47 were Mary Rudolph, 
Mona Welch, Pat Humphrey, and 
Nancy Redd. 
Tied for third with 48s were the 
team s of Dave DeFrank, Dick Pobst, 
Mark Emerine, and Rich Emerine, 
and Jerry Rudolph, Carl Bennett, 
Roger Kline, and Curt Hix. 
Four men from the Columbus area 
combined for a 61 to top the McFadden 
family for low net honors by a stroke. 
Collecting the 61 were Chuck Miller, 
Ray Johnson, Earl Carson, and Arlis 
Wylie. 
The McFadden 62 was posted by 
Larry, Bob, Dean, and Mark. 
Damon Welch scored the closest to 
the pin on number five with a shot that 
ended four inches from the cup. Nancy 
Redd was closest on number eight as 
her ball ended three feet from the cup. 
Pro Harry Hoffer, who said 29 four- 
man team s took part in the scramble, 
announced that a four-ball-best ball 
tournament would be held at Upper 
I^ansdowne Saturday, July 27. 
Glossary, 
Agitate Win 
Top Races 


By ED SCHUYLER Jr. 
AP Sports Writer 
Practice paid off for a 3-year-old colt 
nam ed G lossary in the $136,400 
Secretariat Stakes. 
“He’s never been on the grass before 
in an actual race, but he worked very 
good on the turf both as a 2-year-old 
and as a 3-year-old,” trainer Lefty 
Nickerson said after watching his 38-1 
shot come on in stretch to win the 
inaugural 
running 
of 
the 
Secretariat at 
Arlington 
Park on 
Saturday. 
Glossary, earned $96,400 for owner 
Max Gluck and paid a winning mutuel 
of $80, after running a I 1-16 miles on 
the grass in 1:42 4-5 for a I Alength 
victory over favored Stonewaik, the 
Ohio Derby winner. 
It was a big weekend for 3-year-olds. 
Agitate, $4.40, won the $111,300 Swaps 
Stakes Sunday at Hollywood Park, 
while Amber Herod, $21.50, won the 
$148,525 Queen’s Plate at Woodbine 
and Destroyer, $6.60, won the $75,000- 
added Omaha Gold Cup at Ak-Sar-Ben 
Saturday. 
Jockey Bill Shoemaker sent Agitate to 
the front early and kept him there to 
post his 6,666th career victory, most by 
any thoroughbred jockey, and also his 
103rd victory in a $100,000 race. 
Agitate, third in the Kentucky Derby, 
went the l x4-mile in 1:59 3-5 and 
finished I 4 lengths in front of Stardust 
Mel with M aster Music third. 


Braves Batter Reds 


Today's Tilts 


Pony League 
5:30 p.m. — VFW at Scioto Build. & 
Ix>an, Ted Lewis SB 
Little League Majors 
5:30 p.m. — Elk’s at Bingman, Ted 
I^w is LL 
8 p.m. — Coca-Cola 
at Owens 
Illinois, Ted I^w is SB 
Little League Minors 
8 p.m. — Savings Bank at Circleville 
Oil, Ted Ix?wis LL 
Mosquito League 


6 
p.m. 
— 
PPG 
at 
Ankroms, 
Fairgrounds No. I 
6 p.m. — Block's Shoes at Circleville 
Mfg., Fairgrounds No. 3 
6 p.m. — K of C at Hummel & Plum, 
Fairgrounds No. 4 


ATLANTA (AP) 
“ We 
were 
determined today to show people we 
were ready to score some runs,” said 
winner Carl Morton after leading the 
Atlanta Braves to a 7-3 victory over the 
Cincinnati Reds Sunday. 
“We ha’ en’t had many of those big 
innings recently, and we got several 
two-out base hits today,” he continued. 
•‘That's also something w e haven’t had 
much of lately.” 
The big inning Morton spoke of was 
the fifth, when Dusty Baker. Mike 
Lum, Paul Casanova and Craig 
Robinson got successive singles to 
chase Cincinnati starter Fred Nor­ 
man. 
Then Morton hit another single off 
relief pitcher Tom Hall. The volley of 
singles netted the Braves four runs in 
all. 
Morton got off to a bad start, 
allowing three runs in the first inning. 
Pete Rose led off with a single, and 
was doubled home by Dan Driessen. 
who also scored on Joe Morgan's 
single. Morgan scored on a sacrifice 
fly by Merv Rettenmund. 
Atlanta picked up two runs in the 
fourth when Lum Walked and Darrell 
Chaney dropped a throw following an 
infield grounder by Robinson. Ralph 
Garr later doubled both runners home. 
The Braves got their last run in the 
sixth inning when Rowland Office, 
running for Hank Aaron who had 
walked, was driven in on a sacrifice fly 
by Paul Casanova. 
Morton, now 10-6, said he and some 
other Braves are trying something 
new — running a mile every day. “ It 


really helped me today," he said. 
Did he or didn’t he'.’ Only Reggie 
Smith knows for sure. 
Chris Pelekoudas and Paul Pryor, the 
umpires who disagreed on the crucial 
play with two out in the ninth inning 
that prevented the New York Mets 
from nipping the St. 1/Ouis Cardinals 4- 
3. weren't certain. 
“Man, there's no way that was a 
trap,” said Smith, whose shoestring 
lunge for Cleon Jones’ liner was finally 
ruled a legal catch. “The only way you 
can trap a ball is if the glove is up and 
down. I had it flat on the grass. No way 
that was a trap. No way it could’ve 
been. I had it." 
And when Bake McBride tagged Tug 
McGraw for a two-run homer an inning 
later, the Cardinals had a 5-3 triumph 
and a sweep of Sunday’s doubleheader. 
They took the opener 5-2. 
Elsewhere in the National League, the 
Pittsburgh Pirates took a pair from the 
Philadelphia Phillies 11-8 and 3-2, the 
Los .Angeles Dodgers shaded the San 
Francisco Giants 5-3, the Atlanta 
Braves downed the Cincinnati Reds 7- 
3, the Montreal Expos flattened the 
Chicago Cubs 10-2 and the San Diego 
Padres edged Houston 6-5 in ll innings 
after the Astros took the opener 3-1. 
As the diving Smith rolled over and 
held his glove aloft with the ball 
nestled in it, Pelekoudas, the first base 
umpire, signaled a hit. But Pryor, um­ 
piring at second, was signaling out. A 
taped replay showed Smith appeared 
to trap the ball. 
Pirates 11-3, Phillies 8-2 
Richie Zisk’s two-run homer capped a 
Atomic Races Held 
After 4 Rainouts 


Atomic Speedway finally got a race 
in after four weeks of rainouts. 
In the Super Sprint division George 
Harbour of Apple Grove, VV. Va., came 
out of the tenth spot on the 14th lap to 
take the lead and w in the Super Sprint 
feature followed by Bud 
Frazier, 
Chillicothe; Spike Spears, Chillicothe; 
Steve Ungar, Belpre, who was subbing 
for l^arry McPeek from Parkersburg, 
VV. Va.; Sam Adkins. Portsmouth; 
C harlie 
M cCann, 
Piketon; 
Don 
Adams, Logan; Lowell Unton. Fin­ 
dlay; Wayne Slark, Columbus; Steve 
Wise, Geneva, W. Va.; Bob Cam eo, 
C h e s a p e a k e ; J u n i o r S m a l l e y , 
Waverly; Pat Decamp, Springfield; 
E. L. Lipkey, Parkersburg, W. Va.; 
Carl Jodrey, Manchester; Joe Frazier, 
Chillicothe; Keith Boston, Geneva, W. 
Va.; C. J. Holley, Logan; and Roy 
Singleton, Blanchester. 
The first heat went to C. J. Holley of 
Logan, followed by Don Adams also of 
IvOgan, and Sam Adkins of Port­ 
smouth. On the third lap in turn three, 
Pappy Singleton flipped his sprinter 
several times and ended up with a cut 
finger and a heavily damaged car. 
Second heat 
winner 
was 
Steve 
Ungar, Belpre, followed by George 
Harbour, and Spike Spears. 
The I^ate Model feature was a real 
battle in the early stages between 
track champion, George Branscom of 
Chillicothe, and Skip W aterman of 
Columbus. 
Waterman was the eventual winner 
followed 
by 
Je rry 
M cDonald, 
Chillicothe; 
Bobby Oney, Jackson; 
George Branscom, Junior Smalley, 
Waverly, Bob Crace, Chillicothe; Dick 
French, Chillicothe; Greg Hatfield, 
Chillicothe; 
Roger Boldman, Port­ 
sm outh; Bob Dean, P ortsm outh; 
L arry E dw ards, Columbus; Moe 
B eeler, 
C hillicothe; 
Jim 
West, 
R eynoldsburg; 
L arry 
C lark, 
Chillicothe; Gary Tignor, Columbus; 
Roger F rench, C hillicothe; 
Don 
Bender, Colum bus; Jack Cooper, 
C ircleville; 
and Chico Colem an, 
Circleville. 
The first heat went to Gary Tignor, 
followed by Greg Hatfield, and Don 
Bender. 
Second heat winner was George 
Branscom, followed by Dick French, 
and Bob Dean. 
Hobby Stock feature winner was Jim 


Cottrill of Columbus, followed by Ernie 
Budd, Chillicothe; Jim Taylor, Cir­ 
cleville; Jim Sm ith, L aurelville; 
Roger Mossbarger, Chillicothe; Don 
C ark, Wellston; Henry Nickels Cir­ 
cleville; I^arry Wagner, Columbus; 
Dave Stevens, C ircleville; 
Dick 
Gr i mm, 
T arlton; 
and 
C harlie 
Seymour, Chillicothe. 
Heat winners were Henry Nickell 
and Ernie Budd. 
Racing will continue at Atomic with 
the "Firecracker 50” featuring the 
Super Sprints, plus hobby stock races, 
on July 4th, and on Saturday night, 
July 6th, the Midgets, I^ite Models, 
and Sprints will be on the card. 


League 
Leaders 


By THE ASSOC IATED PRESS 
National League 
BATTING (175 at b a ts )- G arr, Atl, 
.361; R.Smith, StL, .354. 
KUNS—Wvnn, LA, 56; Bonds, SF, 55. 
KUNS BATTED IN -G arvey, LA, 62; 
Cedeno, Htn, 60. 
HITS—G arr, Atl, 114; Garvey, LA, 
101. 
DOUBIJSS—Maddox, SF, 20; Car- 
denal, Chi, 19; A.Oliver, Pgh, 19; 
K.Smith, StL, 19; 
Rose, Cin, 
19; 
Garvey, LA, 19. 
TRIPLES—G arr, Atl, IO; A.Oliver, 
Pgh,6 ; Geronimo, Cin,6 ; Bonds,SF, 6. 
HOME RUNS—Wynn, LA, 19; Sch­ 
midt, Phi, 18. 
STOLEN BASES—Brock, StL, 48; 
Morgan, Cin, 35; Cedeno, Htn, 35. 
PITCHING <7 Decisions)— John, LA, 
11-2, .846,2.57 Capra, Atl, 9-2, .818,1.32. 
STRIKEOUTS—Carlton, Phi, 114; 
Seaver, NY, 113. 


Softball 
Results 


FIRST ROUND RESULTS 
Circleville Oil 
IO 
0 
Giovanni’s I 
8 
2 
M erchant's I 
7 
2 
Spurlock Const. 
7 
3 
Webb-McGuire 
6 
4 
M erchant’s 2 
5 
5 
Lucys 
3 
7 
Roberts 
3 
7 
PPG 
2 
7 
Giovanni’s 2 
2 
8 
Independents 
I 
9 
Wednesday Games 
Diamond I — Independent Mer­ 
chants vs Spurlock Const., 6 p.m.; 
Independent Merchants vs Circleville 
Oil, 7:30 p.m.; Roberts vs Merchants I, 
9 p.m. 
Diamond 2 
Giovanni’s I vs PPG, 6 
p.m.; Lucys vs Webb-McGuire, 7:30 
p.m.; Giovanni’s 2 vs Merchants 2, 9 
p.m. 


J e rr y M a cP h e rso n 


W ins At SD A g a in 


Jerry MacPherson paced the mile in 
2:03.2 to win the sixth race at Scioto 
Downs Saturday for driver Forrest 
Short. 
The (jay horse, owned by Forrest 
Short, Circleville, and Harry L. Short. 
Aiken, S.C., paid $9.20, $4, and $3. 


American League 
BATTING (175 at bats)— Carew, Min, 
.390; R.Jackson, Oak, .338. 
RUNS—C am paneris, 
Oak, 
51; 
I).Allen, Chi, 47. 
RUNS BATTED IN -Burroughs, Tex, 
6 6; Briggs, Mil, 54. 
HITS—Carew, Min, 110; A.Johnson, 
Tex, 90. 
DOUBLES—Rudi, 
Oak, 
21; 
Burroughs, Tex, 19. 
TRIPLES—Rivers, Cal, 6 ; Otis, KC, 
6 ; Hisle, Min, 6 ; Campaneris, Oak, 6 ; 
Briggs, Mil, 5; Wohlford, KC, 5; Oar- 
win Min 5 
h o m e ’ RUNS—D.Allen, Chi, 
18; 
M ayhem , KC, 16. 
STOLEN BASES—North, Oak, 33; 
Patek, KC, 20; Campaneris, Oak, 20. 
PITCHING (7 Decisions)— G.Perry, 
Cle, 14-1, .933, 1.27 Fingers, Oak, 6-2, 
.750, 3.63. 
STRIKEOUTS-N.Ryan, Cal, 163; 
G.Perry, Cle, 109; Blyleven, Min, 109. 


Ben Martin will be in his 17th season 
as Air Force Academy football coach 
this fall. 


Dave Pearson has won the past three 
Winston 500 auto races. 


three-run eighth inning in the nightcap 
for Pittsburgh after the Pirates held on 
to win the opener despite a seven-run 
Philadelphia rally in the ninth inning. 
Dodgers 5, Giants 3 
Bill Buckner hit a tie-breaking two- 
run homer in the eighth inning. It was 
his third of the season, all against the 
Giants, who have lost all three outings 
under new Manager Wes Westrum. 
Expos IO, Cubs 2 
Mike Jorgensen’s two-run homer 
capped a four-run burst in the first 
inning and Ron Fairly slammed a 
three-run homer in the Expos’ five-run 
eighth. 
Billy 
Williams and 
Jerry 
Morales homered off Steve Rogers for 
the Chicago runs. 
Astros 3-5, Padres 1-6 
Houston 
reliever 
Jerry 
Johnson 
walked Horace Clarke with the bases 
loaded in the lith inning to force 
across the winning run in the nightcap. 
In the opener, the Astros collected all 
their runs and all three hits in the sixth 
inning, capped by Lee May’s homer. 


Standings 


B> THE ASSOCIATED PRESS 
American League 
East 
W L Pct. GB 
Boston 
41 
32 .562 
— 
Baltimore 
38 
34 .528 
2 4 
Cleveland 
38 
34 .528 
2 4 
Detroit 
38 
36 .514 
3 4 
Milwaukee 
36 
35 .507 
4 
New York 
35 
39 .473 
6 4 
West 
Oakland 
41 
35 .539 
— 
Kansas City 37 
36 .507 
2 4 
Texas 
39 
38 .506 
2 4 
Chicago 
36 
36 .500 
3 
Minnesota 
32 
42 .432 
8 
California 
32 
46 .416 
IO 
Saturday's Games 
Boston 12, Cleveland 2 
Chicago 4, Minnesota 3 
Milwaukee 9, Detroit 0 
Baltimore 2, New York 0 
Kansas City 2, Oakland 0 
California 8, Texas 3 
Sunday’s Games 
Cleveland 9, Boston 2 
Milwaukee 4-2, Detroit 1-3 
Baltimore 3, New York 0 
Chicago 8-3, Minnesota 3-6 
Kansas City 8, Oakland 7 
Texas 9, California 2 
Monday's Games 
Milwaukee (Wright 7-9 and 
Rodriguez 51) at Cleveland (Pe­ 
terson 5-4 and Bosman 0-0), 2, N 
Boston i Lee 8-7) at Baltimore 
(Alexander 3-3), N 
Kansas City (Splittorff 8-7) at 
Chicago (Bahnsen 7-8), N 
New York (Medich 8-6) at Detroit 
(Coleman 6-9), N 
Texas (J. Brown 6-5) at Minnesota 
(Decker 8-5), N 
Oakland 
(Hamilton 5-1) at 
California (Ryan 10-6), N 
Tuesday's Games 
Boston at Baltimore, N 
Milwaukee at Cleveland, N 
New York at Detroit, N 
Texas at Minnesota, N 
Kansas City at Chicago, N 
Oakland at California, N 
National League 
East 
W L Pct. 
GB 
St. Louis 
40 34 .541 
— 
Montreal 
35 34 .507 
2 4 
Philaphia 
38 37 .507 
2 4 
Pittsburgh 
32 40 .444 
7 
Chicago 
31 
41 .431 
8 
New York 
30 44 . 405 IO 
West 
Los Angeles 52 24 .684 
— 
Cincinnati 
44 
31 .587 
7 4 
Atlanta 
42 35 .545 
104 
Houston 
38 39 .494 
144 
San Fran 
34 45 .430 
194 
San Diego 
35 47 .427 
20 
Saturday’s Games 
New York 4, St. Louis 0 
I^os Angeles 6, San Francisco 4 
Pittsburgh 6, Philadelphia 3 
Cincinnati 2, Atlanta I 
Chicago 2, Montreal I 
Houston 3, San Diego 0 
Sunday's Games 
Pittsburgh 11-3, Philadelphia 8-2 
St. Ixiuis 5-5, New York 2-3, 2nd 
game IO innings 
Montreal IO, Chicago 2 
Atlanta 7, Cincinnati 3 
Los Angeles 5, San Francisco 3 
Houston 3-5, San Diego 1-6, 2nd 
game ll innings 
Monday’s Games 
Houston (Wilson 3-6) at Atlanta 
(Niekro 8-6), N 
Chicago (Bonham 6-10) at Mon­ 
treal (McAnally 5-8), N 
Only games scheduled 
Tuesday's Games 
Houston at Atlanta, N 
Montreal at Pittsburgh, N 
Los Angeles at Cincinnati, N 
Philadelphia at New York, N 
Chicago at St. Louis, N 
San Diego at San Francisco, N 


IO 
SPORTS 
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LOGAN ELM 
ALUMNI BANQUET 
Saturday July 27, ’74 - 6:30 P.M. 
LOGIN ELM EXCHANGE SCHOOL 
Honoring Class of 1964 


Guest Speaker - Keith Merrill 


ROAST BEEF DINNER J8°° PER COUPLE 


M a il C h e c k s to M a x i n e Streber 
I 59 Vs E. Fra n klin St. by July 15, 74 


Arlin And Indians 
Beat Red Sox, 9-2 


CLEVEIJVND (AP) - Steve Arlin, 
who collected his 
second victory 
Sunday since becoming a Cleveland 
Indian, hasn’t had as much fun since 
he was in college. 
Arlin, who was 1-6 with the National 
League San Diego Padres at the start 
of the season, allowed six hits and 
didn’t give up a walk as the Indians 
defeated the American league East 
Division leading Boston Red Sox 9-2. 
Adin is now 2-1. 
“I know I’m a better pitcher than ny 
record shows,” Arlin said. “I’ve given 
up quite a few hits this year, but I’m 
sure things are going to change with 
this club.” 
“I haven’t had as much fun since I was 
in college and we won the World 
Series,” he continued. “This is a great 
team. Every guy is out there working 
his heart out and even the fans. 
They’re up on their feet cheering with 
every out. I love it.” 
Indians Manager Ken Aspromonte 
said Arlin who graduated from Ohio 
State, is having a little trouble with his 
curve ball, but added, “I’m glad to 
have him with us. He came just at the 
right time.” 
The Indians made it 4-0 rn the fourth 
inning and then coasted to their third 
victory in the four-game series with 
Boston. Charlie Spikes scored on I^ron 
I>ee’s double and George Hendrick hit 
his lith home run of the season with 
Oscar Gamble and I^ee on base in the 
fourth. 
The Red Sox made it 4-1 in the third 
with Cecil Cooper scored on a fielder’s 
choice. 
John Lowenstein, who went three-for- 
four at the plate, hit his fourth round- 
tripper of season in the third to make 5- 
1. 
Hendrick collected his fourth RBI in 
the sixth inning when he singled home 
Ixjwenstein and the Indians went 
ahead 6-1. 
In the bottom of the eighth, a Rusty 
Torres single, an error, a walk to Dave 
Duncan and singles by Frank Duffy 
and Buddy Bell increased the Indians’ 


advantage to 9-1. 
Arlin allowed three straight singles in 
the top of the ninth to Juan Beniquez, 
Dick McAuliffe and Dwight Evans that 
produced the Red Sox only other run. 
Logan Elm 
Rallies For 
9-8 Victory 


Ix>gan Elm’s 9-8 come from behind 
victory over I Lancaster Blue Saturday 
in the Mid State Summer Baseball 
tournament at I Lancaster was sparked 
by the no-hit relief pitching of Derek 
Morris. 
Morris came on in relief of Steve 
Rawlins in the sixth inning with the 
Braves trailing 8-4 and the bases 
loaded. He struck out the first two men 
he faced and the third hit into a force 
play. 
In the seventh he retired the side in 
order. Meanwhile the Braves scored 
two runs in the bottom of tne sixth and 
three in the bottom of the seventh. 
Greg Justus and Scott Pontius each 
drove in three runs with a single and a 
double apiece. Chuck Cave also 
smashed a single and a double, Randy 
Pontius hit two singles, Rawlins, Rob 
Black and Mark Skinner had a single 
each. 
At I p.m. next Saturday the Braves 
face the winner of the Fairfield Union- 
Uberty Union game. 


District Softball 


Tournam ent Set 


The District 8 Softball Tournament 
will start Monday, July 8, at Mead Ball 
Park in Chillicothe. 
Drawings will be held at the park 
Sunday, July 7, at 3; 15 p.m. 
Further information may be ob­ 
tained from Robert Kauffman, 774- 
2555. 


. . . and here’s why: 
Ford’s Better Ideas 
And Our Better Values! 


FORD LTD COUNTRY SQUIRE 


FORD GRAN TORINO SQUIRE 


FORD PINTO SQUIRE OPTION 


WE’RE THE 
WAGON MASTERS! 
Nice Selection at 


FORD 


ROD BELL 
MOTOR SALES 
586 N. Court St. 
C irc le v ille 
474-3131 


WHAT SAY. IM F !—Cincinnati Reds out­ 
fielder Cesar Geronimo looks up at umpire 
Ed Vargo for reassurance that he is safe at 
home plate when Houston Astros' catcher 


m m 
Cliff Johnson, right, was a little late with the 
tag. The action occurred in the ninth inning of 
the game at Houston, Tex. 


Kansas City Surprises A's 


By HAL BOCK 
AP Sports Writer 
Baseball managers are an optimistic 
breed but you could not blame Kansas 
City’s Jack McKeon if he didn’t see the 
bright side against Oakland. 
“We’re down 4-0 and only one hit 
against Catfish Hunter,’’ said McKeon, 
considering the situation his Royals 
faced in the sixth inning of Sunday’s 
game. Kansas City had won two of the 
first three games in the weekend 
series, so McKeon wasn’t feeling too 
terrible. "You start thinking you’ll 
settle for a tie in the series,” he ad­ 


mitted. 
But the Royals had other ideas. “You 
have to give our guys credit,” McKeon 
continued. “There was some kind of 
atmosphere in the dugout.” 
It got even better when the Royals 
kayoed Hunter for five runs in the sixth 
and then came from behind twice more 
to defeat the American league West 
Division leaders 8-7. 
Elsewhere in the league Sunday, 
Cleveland 
battered 
Boston 
9-2, 
Baltimore shut out New York 3-0, 
Texas walloped California 9-2, Chicago 
split a doubleheader with Minnesota, 
Tom Watson Wins 
Western Open Golf 


OAK BROOK, 111. (AP) — It was a new 
situation for Tom Watson. 
He didn’t have to explain how victory’ 
had eluded him, a role he’d endured so 
many times before. 
“Don’t anybody ask me ‘what hap­ 
pened?’,” he happily cautioned the 
assembled press in the wake of his 
dramatic, come-from-behind victory 
in the Western Open Golf Tournament 
Sunday. 
Watson, a 24-year-old redhead who 
had been so close so many times 
before, came from six strokes back 
with a last-round 69—the best score of 
the day— to nail down his first profes­ 
sional triumph by two strokes over 
J.C. Snead and struggling Tom 
Weiskopf. 
Watson’s total was 287, three strokes 
over par on the ultratough Butler 
National Golf Club course. It marked 
the third consecutive week on the pro 
tour that the winning score was in plus- 
par figures, the first time in recent 
history that had happened. 
Snead had a 72 in gusty winds and 
third-round leader Weiskopf blew to an 
incredible 77, including 41 on the back 
nine and a bogey-double bogey finish. 
“I have no excuses,” said Weiskopf, 
who led Snead by five strokes and 
Watson by six when the day’s play 
started. “ I played very poorly. 
“ Playing as poorly as I did, I didn’t 
deserve to win.” 
“It finally happened,” exuded Wat­ 
son, who resembles a Tom Saywer who 
grew up. “ I could have won four times 
this year. I led twice the year before. 
“I never doubted I could win. I knew it 
was just a matter of time. 
“ But, man, this is a great feeling.” 
Only Watson, Weiskopf and Snead 
were in contention in the last round. 
U.S. Open Champion Hale Irwin came 
on to take fourth with a 72-293. Arnold 
Palmer had a 74-294 and tied for fifth 
with Gene Littler, Larry Nelson and 
Butch Baird. Nelson and Littler had 
71s and Baird 75. 
Watson collected $40,000 from the total 
purse of $200,000, pushing his winnings 
to $126,000 for the year, fourth on the 


A l Arnold W inner 


O f Tri-County Race 


WEST CHESTER, Ohio (AP) - Al 
Arnold of Brooks, Ky., piloted his 1974 
Camaro to victory in the 100-lap 
feature 
American 
Racing 
Car 
Association stock car race at Tri- 
County Speedway Sunday. 
Arnold’s win ended the dominance of 
Bobby Watson, who won the last three 
ARCA races at the track. Watson 
ended the day on the 60th lap with 
engine trouble while he was in front. 


Escrolla W inner 
O f River Dow ns Race 


CINCINNATI, Ohio (A P )- Ready to 
Win, Ariel Beau and Fast Tudor will all 
be carrying top weight in the featured 
eighth race at River Downs Monday. 
Ten horses are entered in the 51*- 
furlong, $2,700 allowance race for four 
year olds and up. 
In Sunday’s $6,000-added Queen City 
Championship, Escrolla drew ahead of 
Quick Sea after a hard drive along the 
rail to win the featured race. 


money-winning list for the year. 
Watson led through three rounds of the 
U.S. Open just two weeks ago—then 
shot a demoralizing 79 in the last 
round. 
“But this,” he said, “makes it wor­ 
thwhile.” 
Dick Stockton 
Advances 
In Forfeit 


WIMBLEDON, England (AP) - 
Power-serving Dick Stockton became 
the first American to advance to the 
men’s fourth round today—and by 
forfeit—in a Wimbledon tennis tour­ 
nament bedraggled but unbowed. 
Stockton, 23, from Dallas, should have 
played 19-year-old Buster Mottram of 
Britain for a place in the final 16. But 
Mottram, withdrew with a severe 
throat infection and Stockton was 
given a forfeit. 
His easy passage came after a tough 
five-set victory over Gerald Battrick of 
Wales in the second round, a match 
that left him tired but optimistic. 
Stockton joined Holland’s Tom Okker 
and Manuel Orantes of Spain in the 
fourth round, which would have been 
finished by now if the weather had 
smiled on Wimbledon during the first 
five days. At one stage, the tour­ 
nament was nearly 180 matches behind 
schedule because of rain stoppages. 
A full day’s play on Saturday restored 
some sense of order, but the All- 
England Championships went into 
their second week with all the seeds 
intact in both men’s and women’s sin­ 
gles—a postwar record that seems to 
owe more to the rain than the 
rankings. 
Weathermen forecast clouds and 
showers for the resumption of play 
today but there were hopes the tour­ 
nament w ould get back on course with 
29 scheduled singles matches to com­ 
plete the final 16 in each divisions. 


SHOP OUR 
TOY DEPT. 
For 
BIRTHDAYS 
And 
OTHER SPECIAL 
OCCASIONS 


PARTY SUPPLIES 
ALSO AVAILABLE 


v inrv I 


I 
SENTRY 
HARDWARE 


winning 8-3 and then losing 6-3, and 
Milwaukee divided a pair with Detroit, 
winning 4-1 before losing 3-2. 
The win put the Royals within 24 
games of the A’s. 
Rangers 9, Angels 2 
Texas also moved within 24 games 
of the A’s by whacking California. 
The Rangers, top hitting team in the 
majors, exploded for six runs in a wild 
fifth inning capped by Cesar Tovar’s 
two-run single. 
Indians 9, Red Sox 2 
George Hendrick poked a three-run 
homer, helping Cleveland slug Boston 
and moving the Indians within 24 
games of first-place Boston after three 
victories in their four-game series with 
the Red Sox. 
Brewers 4-2, Tigers 1-3 
Jim Northrup drove in two runs with a 
first inning homer and then helped 
Detroit build another with a third 
inning single as the Tigers defeated 
Milwaukee 3-2 in the second game of a 
doubleheader. The Brewers had taken 
the opener 4-1 despite being held 
hitless for five innings by Woodie Fry­ 
man. 
Orioles 3 Yankees 0 
Mike Cuellar tossed a six-hitter and 
Baltimore shut out New York for the 
second straight game. The Orioles 
scored all their runs with the aid of an 
error and a balk. 
Twins 3-6, White Sox 8-3 
Jorge Orta ripped six hits including 
five straight in the first game as the 
Chicago 
White 
Sox 
split 
a 
doubleheader with Minnesota, winning 
the opener 8-3 but dropping the second 
6-3. 
Orta’s first-game hits gave him eight 
straight, including three in Saturday 
night’s game. His streak ended in the 
first inning of the nightcap. 


Rutherford 
Wins 500 


MOUNT POCONO, Pa. (AP) - It was 
a good thing Johnny Rutherford won 
the Schaefer 500. 
“We would have lodged a protest if we 
hadn’t won,” said Teddy 
Mayer, 
Rutherford’s Team M e lle n crew 
chief, of Sunday’s $400,000 cham­ 
pionship auto race. “We actually had 
to go 201 laps instead of 200 to win.” 
Mayer contended that the pace car 
erroneously picked up Rutherford as 
the leader during a caution period 
early in the race. United States Auto 
Club officials then waved the actual 
leaders past the pace car, and allowed 
them to make up a lap on Rutherford. 
“We were cheated,” Mayer said. “It 
really doesn’t matter now, though. 
We ll go whatever distance they ask us 
as long as we win.” 
It took Rutherford, who notched his 
third straight championship victory 
this season, most of the race to dig 
himself out of the pack. 
The Texan, who took home $246,000 for 
piloting the same McLaren to victory’ 
at Indianapolis a month ago, received 
$92,625 in winning an unprecedented 
second consecutive 500-mile cham­ 
pionship event. He also captured the 
Milwaukee 150 three weeks ago. 
Rutherford finished more than a lap 
ahead of former sprint car champ 
Jimmy Caruthers. 
Gordon Johncock, who ran out of fuel 
on the course while leading, charged 
back to finish third, just ahead of 
teammate Steve Krisiloff. 
Pole sitter Bobby Unser held the lead 
for 74 laps, but ran low on fuel near the 
end and had to slow down. 
Mario Andretti, who started to run 
away from the field before a lengthy 
pit stop set him a lap behind, escaped 
injury when he spun and slammed into 
the first turn wall. 
A.J. Foyt retired after only 21 laps, 
after the suspension in his Coyote let 
go. He had moved up from 29th to ninth 
before his troubles began. 
In other motorcar action Sunday, 
Peter Gregg of Jacksonville, Fla. and 
Al Holbert of Warrington, Pa., teamed 
to win the $46,750 GT challenge road 
race at Mid-Ohio Sports Car Course in 
l>exington. Ohio. 
Peter Gethin of Britain won the Grand 
Prix of the Lottery Formula-5000 auto 
race at the Monza Autodrome in 
Monza, Italy. 
Henri Pescarolo and Gerard Larousse 
of France won the 1,000-kilometer 
event at Zeltweg, Austria, to expand 
the lead of Matra-Simca in the world 
autom obile m anufacturers cham ­ 
pionship. 


Carlton Fisk Lost 
For Season Rem ainder 


BOSTON (AP) — Catcher Carlton 
Fisk of the Boston Red Sox was in good 
condition today, after surgery on his 
left knee that probably will sideline 
him for the rest of the season. 


Reversing his earlier appraisal of the 
injury, Red Sox team physician 
Thomas Tierney said it is “possible, 
but highly unlikely” that Fisk could 
play again this season. 


Tierney made the assessment of 
Fisk’s condition several hours after a 
90-minute 
operation 
Sunday 
at 
Hahnemann Hospital to repair tom 
ligaments and remove tom cartilage 
in Fisk’s knee. 
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1 07 E. MAIN ST. 
4 7 4 -3 9 5 5 


MATI KUA V S Kl- SI l.TS 
First Rare 
Pare 
91,4(10 
Edgew ood B antry 
5 HO 
3 60 
2 60 
F lying Adie 
5.20 
3.20 
I.Mnnys G am ecock 
2 HO 
T im e 2:03 Also starte d —SISO Tim e, 
As trod oil. Speedy B equest. Red Lion 
Counsel. Four O aks Storm 
Heroin! Kne e 
PMM 
$2,500 
M.^lesUc B rew er 
0 60 
4 60 
2 60 
B aron K 
3 20 
2.40 
Spilt T icket 
2 HO 
T im e 
2 ''H I 
Also 
sta rte d —H as 
T im e, P e rte r! R eveler, Tina G ale, 
Silver Creek B ra^ K im m le Kay 
NIGHTLY IMH B L E M $38.80 
Third Kare 
Pa* «* 
$2,200 
S teady Spark 
11.00 
SHO 
2 HO 
B ru sad e r 
6 20 
3 00 
S ta rred By B ret 
2,40 
T im e 2 03 I Also sta rted —Skipper 
Jim . Flam ing Tim e, L ight My Fire, 
C lta S tar 
Fourth Hare 
Rare 
$2,000 
M other Byrd 
13 60 
6 80 
3.HO 
T e rry K night 
IO.HO 
6.40 
Steady Fenny 
3.20 
T im e 2 05 
Also sta rte d —Sam m y 
W ay. My Dad H erm an. Q uaker Dale, 
Q ueen M ate. Adios Bonita. I^akewood 
Direct 
QI IMELDA I 5 $125.70 
Fifth (tare 
Face 
$3,000 
Action 
16 60 
7 40 
5 40 
Buckeye Red B arron 
12 OO 
7 40 
K eystone Storm y 
5.80 
T im e 2:02 I 
Also sta rte d —JusUy 
G e n iu s, T u x ed o 
W ill, 
C al 
Son. 
G eo rg an a Dazzle. F our O aks Judge, 
J e t C reed 
Sixth Race 
Face 
$3,500 
J e rry M acPherson 8 20 
4 OO 
3 OO 
A rm bro Oregon 
3.40 
2.60 
laidy B reak 
3 OO 
T im e 2 03.2 Also started —Jicarilla 
Byrd. Bye Zoe. Canoe. Hal BuUer, 
F a n tasy Girl 
Seventh Race 
Speedy Mon 
T Square 
Buck Saw 
T im e 2 02 
M a rg a re t, 
Coahoctonion. 


Face 
$3,000 
2 60 
2 60 
2.40 
4 40 
3.00 
2.HO 
Also starte d —M iracle 
S a ra h s 
K iss, 
T he 
T G 
Caleo, 
D andy 
D ixie. Dlzzie Dan 
QI IN FU .A I 2 $18.50 
Eighth Race 
Face 
$5,000 
LltUe S tartrlck 
7 20 
4 40 
3 60 
Steady Quick 
8 00 
4 HO 
L ustron H anover 
3 20 
Tim e 2 OO 2 
Also sta rted —King 
H enry, 
Absolum. 
Meadow 
Micky, 
C raig s W orthy 
Ninth Race 
Face 
$7,000 
Town le a d e r 
4 20 
2 80 
2.20 
L aeta re 
3.80 
2.60 
Sovereign W arrior 
2 80 
T im e 
2:00 I. 
A lso s ta rte d — 
Honeyrob. Good Bye C olum bus, Adco 
Tux 
Tenth Race 
Face 
$1,54(0 
I>ee C reed 
7 80 
3 80 
2 80 
C asp ers Tim e 
3 40 
2.20 
Cheslind 
2 80 
T im e 2 05 Also sta rte d — MI ss ie N, 
O ur Count. John G reen, HI Ho Go. 
S enator Mark 
QI INELI.A 3 4 915.00 


Monday Entries 
First Race 
Trot 
$1,100 
Ice W ave 
Ja m es 
Googan 
Jordan 
R aid e r John 
K ohler 
P ro jects Demon 
M cRae Jr. 
H ard Tim e Sal 
Villano 
C a rriag e T rade 
C arton 
I n a Hill 
W illiam s ll 
Wildwood G eorge 
H ackett 
M issile Speed 
B eissinger 
AE Archie 
E dw ards 
AE A rm broO rblt 
O ’Brien 
Second Race 
Face 
$1,100 
Z G uess Who 
F arrin g to n 
l.akew ood Wag 
Neff 
E xcellent Scot 
C rom er 
C hestnut Byrd 
Roilier 
D enny W D irect 
THA 
Y ankee Je t 
M iller 
Blaze Hudson 
H ackett 
Big Doon 
Pollock 
B anana Spilt 
Tem ple 
AE Bev Sue C arol 
H anners 
AE Phlllys Filly 
W isem an 
Third (tace 
Trot 
$1,100 
C hita Ron 
Pollock 
Crown Choice 
A rtm an 
D arcell 
Purcell 


Jennifer Coaltown 
B F Boy 
F reight C reed 
Speed N Glory 
Luzuetta Song 
Lindys Rose 
AE Coal C ream 
AE Sky Way t^ d 
Fourth Race 
Pac* 
Golden M alt 
M agaw ay 
M ister G eorge 
T rotalot 
Queen Lu Lu 
His Im portance 
Doc Savage 
Blue Ribbon King 
T arp o rt Abbe 
AE Slick One 
AE B est D ream 
Fifth Race 
Trot 
Q uandary 
Double D ream 
Kokoning 
Sw eet E m m a 
Silver C herish 
F linger 
Anns T ro u p es 
Joyce N lckaw am pus 
H ennesey Abbe 
AK L um ber Lot 
AE M cPado 
-oxth R a c e 
P a c e 
Im a ('h a rm 
Sm all Stuff 
Chee Chee Love 
Miss Vivian Tux 
F irst F ed eral 
Mite M ake It 
Sally Sonic 
R a in le s s F aith 
S teady Blend 
AE G ene Abbe Wick 
AE M others D ays Boy 
Seventh Race 
Face 
M ajor Perkins 
M iss Jerri Am 
L isas D ream 
Amy Hope 
A rch B erry 
H illtop Dot 
K ingly W orthy 
Jody Lioness 
F our O aks T la 
AE Ja c k s G ift 
AE Ared Sir rom 
Eighth Race 
Pace 
U ncle B ennett 
R are B utterfly 
Ijanv Rock 
M ickey Bloom 
H ush A Bye 
R ain tree W est 
I>akewood Bud 
Inda Knox 
Interm ezzo 
AE My Lady Duke 
AE L ittle T rinket 
N inth Race 
Pace 
L ittle B erry 
A frican Sunshine 
Moon R ush 
P rincipal 
L ittle W ay C hoice 
M ountain Amy 
Roll on R hythm 
Way L ate 
T ri C hapel 
AE Edgew ood B ret 
AE Tla H erb ert 


A pplem an 
Siler 
P av er 
Neal 
Holsopple 
B eissinger 
D avenport 
H ackett 
$1,108 
Jacoby 
Buxton 
Todd Sr 
S pencer 
R oberts 
Snyder 
Holton 
R ichard 
O 'B rien 
Spearm an 
Dillon 
$1,100 
Baldwin 
Dillon 
H ackett 
THA 
Com bs 
W eaver 
N lckells 
Abbott 
TBA 
P av er 
C lem m ons 
$1,100 
W illiam s II 
Ferguson 
Holton 
F erguson 
Sam ples 
R ichard 
F arley 
TBA 
Dewbre 
TBA 
F arrington 
$ 1,200 
H endershot 
M iller 
R ichard 
Johns 
Neat 
H enm an 
Thom as 
D elagrange 
Short 
Shultz 
Baldw in 
$1,300 
Snyder 
Nickells 
H ackett 
TBA 
B eissinger 
F arrin g to n 
Moore 
H enm an 
F erguson 
Crowe 
W illiam s II 
$ 1,200 
K erns 
R oach 
Baldw in 
F erguson 
Pollock 
D ew bre 
Roughton 
Chotts 
Riley 
Johns 
Brown 


Linemen Captains 


AIR FORCE ACADEMY, Colo. (AP) 
— Offensive guard Larry Fariss of 
Medford, Ore., and defensive tackle 
Terry Young of Green Bay, Wis., will 
captain the 1974 Air Force Academy 
football team. 
Fariss, a six-footer, has started at 
guard the past two seasons. Young is 6 
feet 7 and the tallest player in Falcon 
football history. Against Notre Dame 
last fall he made 16 tackles. 


When Cannonade won the Kentucky 
Derby it was the first time he had 
beaten Judger, his stablemate. Judger 
had taken their three previous match­ 
ups. 
BUILDER OF THE MONTH 
CHUCK 
KERNS 


Has been selected by the 
SOUTH CENTRAL OHIO 
HOME BUILDERS 
ASSN. 


For his outstan ding work In 
the hom e building field. 


SOUTH CENTRAL OHIO 
HOME BUILDERS ASSN. 


O ur M em bers Pledge 


Q u ality Products And Service 


J. B. STOUT CO. — Builder 
474-3914 
WARDELL'S CARPETS 
474-2865 
REYNOLDS ALUMINUM — Building Products 
983-2571 
W. A. ADKINSON CONST. — Builder 
474-8387 


J.E. PETERS — Painting 
474-5057 
BASIC CONSTRUCTION — Masonry Materials 474-3169 
STURM AND DILLARD — Block, Sand. Gravel 
474-2134 
CHAMBERLAIN CONSTRUCTION — Builder 
474-8501 
CELLAR LUMBER CO. — Building Supplies 
474-6052 
CIRCLEVILLE MET AL — Heating & Cooling 
474-6016 


CHUCK KERNS — Builder & Remodeling 
474-3888 
COLUMBIA GAS CO. 
474-3188 
NEFF BROS. ELECTRIC 
474-7160 
84 LUMBER CO. 
474-7584 
LOWE'S — Building Supplies 
474-8801 
COLS. & SO. OHIO ELECTRIC CO. 
474-2112 
EQUITABLE FEDERAL SAVINGS 8 LOAN 
474-2911 
WRIGHT LUMBER — Building Supplies 
986-2541 


VAN CAMP CONTRACTING CO. 
474-8851 
DOUGHERTY'S — Lindsey Woter Conditioners 474-2697 
SIFFORD and PARKER — Builder 
474-6333 
GOLE STONE CO. 
Chill. 773-3270 
HOOVER EXCAVATION 
474-3332 
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Classifieds 4. Business Service 
4. Business Service 
7. Help Wanted Gen. 
7. Help Wanted Gen. 
IO. Cars for Sale 
18. Houses for Sale NFL 


“ D v t R T - S IN G R A T E S 
A N D R EQ U I R E V E N T S 
Pnane 474 3131 
Class * ed ads are* payable in advent*' 
by cash or money order F ,gyre your 
ads as follows 
Per word for I insert ton 
17c 
(M inim um charge $1 70) 
Pe* word for 3 insertions 
24c 
i Minvmurn charge 12 40) 
Per word for a mserftons 
35c 
(Minim um charge 13 SO' 
P e r word for 24 inserf tons 
l l OO 
M mmum charge 110 00) 
A B O V E 
M A TES 
B A S E D ON CON 
S E C U T IV E D AYS 
M ail your ad felting how many times 
you want to run ll it is not convenient to 
'eave it at the office 
Class t ed word Ads will be accepted 
u n ti 
12 
noon 
previous 
dav 
for 
publication the following day 
The 
publisher reserves the right to edit or 
reiect any classified advertising copy 
E rro r 
m 
ad ve rtisin g 
should 
be 
reported immediately The Circleville 
Herald * ll not be respons Ole tor more 
than one incorrect insertion 
When 
answering 
bi md ads 
pleas* 
address them as follows Bo* number 
c o The Circleville Herald 
P O 
Bo* 
49* Circleville Oh*o43H3 


In Memoriam 


M ary Oeota «Cot-el Coos who left us 
one year ago th s day Ju ly I 
1973 
These days w f! come 
These days will go 
No one will ever know how we ail 
miss you so 
Sadly hissed by 
Husband, Children 
Brother 
Grandchildren 


I. Cord of Thonks 


We wish to th ans the many trends 
relatives and neighbors tor the Amo 
ness and sympathy shown Our mg the 
iimess and death of my husband Carl 
W 
Tracy, 
and 
our 
father 
We 
especially want to thank the many 
friends who sent flowers cards food 
donations to the Lutheran Church 
Pew 
Zehner 
the pallbearers 
Jim 
Pouch 
The V A Hosp tai rn Dayton 
and The American Leg on 
Mrs Betty Tracy 
And Ch idren 


2. Special Notice 


R E F IN IS H IN G 
wanted 
Plenty 
of 
exper >ence anc also references Wor* 
guaranteed 474 4S27 


M A G N E T IC Sgns 
G U A R A N T E E D 
Past Service Circleville Vac 
U 
Sign 474 7456 


G A R A G E 
Sale 
Tuesday, 
Ju ly 
2, 
Jefferson Addition 9 4 


T R E E 
trimming, 
roofing, ch mney 
work 
and furnace 
cleaning 
Free 
estimates, 
work guaranteed 
Cary 
Blevins, 474 7143 anytim e 


F OR the best 
n trash and rubbish 
»'4uting Residential and Commercial 
Call Scioto Haulers 
inc 
former I • 
I arry s Refuse Haulers 474 60M 


P i A ST I R f R 
C all afte r * p m 
474 


R U B B IS H and haulmq of all kinds 
I tgar Stevens 474 6942 


T R E N C H IN G tor electric 
gas and 
w ak'r Imes f lash Electric, inc 474 
6275 


P a i n t i n g 
lie n o r 
exterior 
lf 
sat stied vs th Ciff Hail work Call 474 
7924 


S E P T IC tank and sewer cleaning" 
Service anywhere anytime 
Lincoln 
isaac Phone 474 7272 


P l U M B iN G 
No ion too sm all *Neil 
M errim an 474 6215 


N F W 
L IF E 
furniture 
and 
metal 
stripping Free estimate, 474 1503 


1 OM v onerete and masonry large an^ 
'-mall sot' guai ty work 474 5072 


WILLIAM L. 
HOOVER 
Carpet & Upholstery 
Cleaning 
Com m e re tai Residential 
A shville 983 2388 


h a n d h c B Sales 426 E Union SP. 
4 7 4 6657 New and Used Citizen Band 
Radios and accessories Open IO OO 
to 7 30 daily, Sunday ll OO to 2 OC 
Now sell mg johnson 
Pearce S mp 
son Courier and M aland See us tor 
business band 


y a r d Sale, comer of John and Ohio 
Saturday and Monday 
IO ? 


H A V E a drinking problem ’ Alcoholics 
Anonymous 
474 2017, 474 7234, 474 
3907 


3. Lost and Found 


LO S T 
year old fem ale beagle, lost 
W**dnesday rn vicinity of Radcliffe 
Road and Route 23 474 4857. Reward 


4. Business Service 


T E R M IT E S and guaranteed control 
Contact 
your 
reliable 
Kochheisr 
Hardware 


T R E E trimming, power stump cut , 
ting removal, spraying, firewood and 
roof repa r Lincoln isaac Phone 474 
7272 


P A IN T IN G res d e n ia l co m m ercial 
High work a specialty, 15 yrs 
ex 
per ence Herb Meadows 474 1767 


M IL L E R insurance Agency, 369 E 
M a n S t, Circleville, 474 14 4 5, Route 
/, Amanda 
969 4422 
Auto, Home 
Owners, L ability. Boat. Motorcycle, 
Health, Travel Accident 


P E T S boarded day, week or month, 
clipping and grooming 
Phone for 
appointm ent 
474 4383 
K ellstad t 
Kennels 


T E R M I T E 
Ex term in atio n 
Pest 
control 
Call Mick bpires, 474 6263 
Licensed by State of Ohio 
mm 
i — « 
D IL T Z 'S Rubbish Hauling Will cTean 
out basements and garages 474 3645 


T E R M IT E S 1 
Roaches1 
Call Aabes 
T e rm ite 
& 
Pest 
Control 
Fre e 
estim ates 
Phone Chillicothe. Ohio, 
775 2 524. 775 8186 
H uber! Salle y, 
Owner operator 


IN T E R IO R 
and 
Exter or 
pa ntmg 
F re e 
estim ates 
Call 
474 8693 
anytim e 


W IL L do interior and exterior paint 
mg, 
varnishing, 
also 
rough 
and 
carpentry 474 7914 


12. M obile Homes 


J* V A ' 
VtMO 


A 74 I I M 


JOHN HEFFNER 


AU C TIO N EER 
Farm 
Residential 
Com m ercial 
Phone 983 3009 
A sh ville O hio 


IKE'S 


FR O M June 24th through Ju ly 1th for 
truck pick ups please call 474 6130 
Goodwill industries 


g a r a g e Sale 4th. Sh, Mb. M o v b iln 
from Ftor da 
Ant.ques. depression 
g lass, 
linens, 
fu rn itu re 
bottle 
collection Lots of miscellaneous 120 
P o r ous Lane 


HI neighbor1 Tr ed Blue Lustre tor 
cleaning carpets'* if s super 
Rent 
electric shampooer 11.00 Kochhe.ser 
Hardw are 


C H ILD with disability'* Need to talk* 
C a" 
U N U SU A L 
C H IL D R E N 
474 
5151. 474 2668 from 9 3 474 8572 or 474 
8772 4 8 


Think you re pregnant9 


G et 
a 
simple 
test 
and 
know 


W ant an abortion? 


G et it early 


Happy you re pregnant? 


G et pre-natal care 


Free 
pregnancy 
testing 
in fo rm a tio n 
and co u n ­ 
selin g . 
C all 
N a tio n a l 
H e a lth 
C a re 
S e rv ic e s : 
216-795-1900. 


T R EN C H IN G tor electric, gas and 
w ater tines 
also re p a irs 
Scott 
Electric 474 4711 


E X P E R T 
fu rniture 
and 
antique 
refinish mg Free estimates 474 46.if 
or 474 7016 


ED G IN G T O N 
Cement 
Contractors 
S id ew alk* 
patios 
porches 
drivew ays 47 4 2271 


SEPTIC TANK 8> 
SEWER CLEANING 
SERVICE 
Call Luther Isaac 
474-7250 


WINDSHIELDS 
INSTALLED 


Call 474 5631 
W e w ill quote you our best 
price 


GORDON S AUTO 


PARTS 


For Any 
J M and ARMSTRONG 
CEILING TILE 
NEEDS 
Call 
CELLAR LUMBER 
474-6052 
766 S. Pickaway St. 


SEE 
DON THOMPSON 
LINCO LN -MERCURY INC. 


FOR A G O O D SELECTION 
OF LATE MODEL 
USED CARS 


W e Service W hat W e Sell 


1350 N. Court Street 


Complete 


Kitchen 
Remodeling 


Mr. Hom e Care 
R. W. ANKROM 
CO. 


724 S. Court 


474-7816 


2. Special Notice 


A HAND OUT 


M any young people today a re accused of looking for a 
handout. They seem to feel they are entitled to 
allow ances, 
allotm ents, 
spending 
m oney, 
expense 
m oney and gifts. Too m any youngsters never think of 
earning their ow n way. 


The 
young 
carrier-salesm an 
who 
delivers 
your 
new spaper every day is different. He s earning his 
w ay. H es in business. He buys his new spapers at 
w ho lesale and provides hom e-delivery service each 
day to custom ers in his neighborhood. He gets his 
profits only by m aking a com plete collection from 
every custom er. 


W hen your new spaper carrier com es to collect, he s 
not looking for a handout. He must pay for your 
newspapers. By providing daily d elivery service to your 
home he s earn ed his profit. 


W hen custom ers fail to p ay their corrier-salesm an he 
must go w ithout his full profit. W hen they ask him to 
come back se veral times, he gets discouraged. 


You can encourage your new spaper carrier in his first 
business venture by having his m oney ready for him 
the first tim e he calls. For this young man Collection 
Day is Pay Day. You ll be giving him a Hand Up, not a 
Handout. 


O P E N IN G for Nursing Staff. RN s 
I PM s tor charge duty 
Phone 474 
6036 for appointm ent 
P ick a w a y 
Mane* 
Inc 
191 Clark Dr ve We are 
an equal opportunity employer 


Septic Tank Sew er & 
Dram C leaning Service 
Com m ercial-Residential 
Call Je rry W h arf 
4/4 4566 


Colonel Jim Ford 
Auction Service 
Real Estate 
Representing 
E. R. Bennett 
Realty Co. 


7. Help W anted Gen 


C L E A N IN G lady wanted, inquire 10)7 
Mulberry 


H E L P wanted Part time bookkeeper 
Ideal for mother* with school age 
children 
See M r* 
W illiam s. credit 
Mgr Shartf s Fashion 474 5928 


Thanks. 
I THE HERALD 


ii; 
FOR HOME DELIVERY CALL 474-3131 


7. Help W anted Gen. 


m 
m 
URGENT 
ROUTE CARRIER 
NEEDED AT ONCE 
IN DOWNTOWN 
ASHVILLE 
BOY OR GIRL 
Must Be I I Years or Older 
Call The Herald 
474-31 31 from 8 to 5 


For 24 Years a Leader in Mobile Housing 
Customer Satisfaction 
Service Expertise 
Dedicated to Solving People Problems 
Sales Lot on U.S. Rf. 23 


ACCOUNTING CLERK 


E x p e rie n c e 
in 
a cco u n ts 
receivab le accounts payab le 
and g en eral ledger desired. 
For in terview phone 


642-3001 


REGISTERED NURSE 


Im m ediate opportunity exists 
on the second shift in this 
plants m edical clime for 
a 
qualified RN. Excellent salary 
(Including IO per cent night 
shift 
bonus) 
and 
w orking 
conditions. 
C om prehensive 
m edical and life insurance 
paid holidays and vacations, 
retirem ent 
and 
num erous 
other em ployee benefits. 


P le a s e 
sen d 
re su m e 
in 
confidence 
to 
Supervisor, 
em plo yee 
and 
com m unity 
re la tio n s . 
P.O . 
Box 
31, 
Circleville Ohio 43113. 


CIRCLEVILLE 
LAMP PLANT 


G EN ER A L ELECTRIC 
C O M PA N Y 


An Equal Opportunity 
Em ployer 


W E need a woman who is home most o! 
the time to do work rn her home Must 
have phone Write M r* White, I860 
loikbourne 
Rd 
Columbus 
Ohio 
43207 


H E L P to sell tickets and help to 
operate carnival rides at Ashville, 
OMO celebration July 2 through July 
4 
Apply Nolan Shows. City Park, 
Ashville Oh o Also hiring tor balance 
of season travel Ohio fairs and on to 
th* south tor the winter 


9. Situations Wanted 


f X P E R If NC E D painter, interior and 
e x te rio r including roofs 474 5422 


i i.'iN I ING 
letters notices etc 
Any 
K< ion* 
I. rosa Onan 
174 4467 


A ll I do house 
i nning 4/4 3475 


IO. Cars for Sale 


1969 OLDS 442 low mileage excellent 
condition 474 1129 


1965 
FO R D 
Mustang 
economy 
6 
cylinder 
I speed great gas mileage 
A I condition 474 4503 


'70 A MC H O R N ET , 6 cylinder, 3 speed 
Asking *650 Phone 474 8492 


W R E C K E D 
1962 
C o rvair 
C o n v , 
drapable 
good engine, auto 
Iran 
‘•mission, 
new red naugahyde rn 
tenor, nearly new top 
$80 OO com 
•lint*' 474 6662 after 5 OO P M 


'73 NOVA, ps, pp, auto , must sell 474 
6558 


'V*1* V * K A R M A N Ghia 
good con 
Oilton, 35 mpg 474 3558. Mike 


1969 VW S Q U A R E B A C K low mdeaqe 
excellent condition 11.250 00 or best 
otter 474 8721 


1969 C A M A R O 350. E4 R. Apts 
No 4, 
L .tile Walnut 11.000 00 


1970 LT D B R O U G H A M 
a c, stereo 
good condition 474 3843 


1964 V O LK S W A G EN 983 4229 atter S 
pm 
32. Public Sale 


Leist and Kitchen, Attorneys 
C ircleville Ohio 
Phone : 6 I 4 474-6043 


A uctioneer Jim Ford, 
C ircleville, O hio 
Phone: 614-474-4581 


FOR Sale 71 i ord, air, 4 door sedan 
Sharp 11.495 00 474 1211 or 474 3458 


70 VW .ic 
Ct F AN 474 8277 after 6 


8 ROOM horn# in Tarlton Modern 3 or 
4 bedrooms, newly decorated 
carpet 
appliances 
basement 
garage 
116.000 Phone 474 3519 


I PA. Motorcycle* 
19. Form* for Sofa 


1972 h o n d a X2 250. extras 474 6804 
after 5 OO 


1973 S U Z U K I 
500 cc, like new 
3300 
miles 11000 00 983 3061 


1967 ,105 HONDA 
Scrambler 
Mint 
onrMton $525 00 474 1512 atter 6 


750 cc S U Z U K I 1972 model Clean bike 
with Sissy bar 
$1425 
Shady Acres 
Trader Court. Lot ta 


1972 HONDA 350 excellent condition, 
5,700 mites, has sissy bar, windshield 
and luggage rack Call 474 8295 after 
4 30 


1973 Y A M A H A 
M X 
125 
good con 
d it ton, $250 913 3175 


1971 HONDA 350, excellent condition, 
little over 5.000 miles 
Call 474 7868 
after 3 IO 


10B. Trucks 


SHERIFF'S SALE 
OF REAL ESTATE 


Sole in Partition. Donald D. Styers vs Harry A. Styers, et al. 
To be sold at the door of the Court House, C ircleville. Ohio. 
Sale will be held on M onday the 15th day of Ju ly a t 1:30 
o clock. 


Property consists of a 7 room fram e hom e with bath. Part 
basem ent, forced air gas furnace. Large lot. Located at 213 
Town 
Street. 
Appraised 
at 
nine 
thousand 
dollars 
($9,000.00) and connot be sold for less than tw o thirds of 
that am ount. 


Terms of sale. Ten per cent (IO per cent) down, to be paid 
to the Sheriff day of sale Balance on d elivery of D eed within 
30 days after sale date. 


Dwight E. Radcliff, Sheriff 


PICKAWAY COUNTY. OHIO 


LEIST AN D KITCHEN, ATTO RNEYS FO R PLAINTIFF 


For inform ation call 
Curtis W . Hix, Auctioneer, 474-5190 


PUBLIC AUCTION 


ESTATE SALE 
Saturday, July 13, 1974 


Starting at 10:30 A.M. 


The undersigned, Executor of the Estate of Flora Friece, 
deceased, late of Tarlton, Ohio, w ill offer for sale at Public 
Auction at the hom e prem ises of decedent in Tarlton, Ohio 
on State Route 159, just across the street from B e rry s 
M arket, the follow ing described goods and chattels: — 


H O U SEH O LD G O O D S 
Sim m ons studio couch; upright piano and stool; Frigidaire 
refrigerator; N orge w ringer w asher; dinette set; black and 
w hite Zenith television, deck and chair; m aple vanity bench; 
tread le sew ing m achine, 
H ealthm ore sw eeper; 
2 base 
rockers; easy chair; 2 12x15 rugs 
I 9x12 rug; I 6x9 rug; 
bam boo m agazine rack; 2 radios; child s chair; Hassock fan; 
um brella; 2 wash boilers; three section m irror; sm all stand; 
hall tree porch sw ing and law n chairs; sm all lot of bedding; 
small 
b t of glass canning jars (som e with w ire tops); 
m iscellaneous household items; sm all lot pots and pans; 
num ber of picture fram es; 2 step ladders; and small lot of 
yard and hand tools. 


A N T IQ U ES A N D OLD ITEM S 
W alnut dry sink; w alnut buffet; oak dining table and 6 
chairs; oak stand; one d raw er w alnut stand; oak chair; oak 
library table; 2 oak rockers; I w alnut rocker; 2 beds, walnut 
wish bone Victorian dresser; oak w ash stand and dresser to 
match; m antel clock; Goofus g lassw are 
M ercury glass 
vases and candlesticks; oak stand with glass ball feet; large 
wall m irror with gold fram e; 3 piece oak living room suite; 
pitcher and bowl; sm all oak rocker; Victorian m ahogany 
front chest of draw ers; black milk glass vase; applique quilt; 
w oven coverlet dated 1850; oak dresser; som e depression 
g lass; and lot of old dishes, g la s s w a re ; and silverw are. 


REAL ESTATE 
At the sam e sale, prom ptly af the hour of I OO o clock, 
Esther M. Spangler and Jo h n O. Spangler as the Devisees 
thereof under the W ill of Flora B. Friece, w ill offer for sale 
the home place of the decedent, situated in the County of 
Pickaw ay, in the State of Ohio, and in the V illage of Tarlton, 
and bounded and described as follow s: 


First Tract. 
Being the North one-half of Lo+s Three and Four in Square 
No. Tw elve in the V illage of Tailton, O hio. 
Second Tract: 
Being 52 feet off of the North side of the South one-half of 
Lots Three and Four in Square No. T w elve in said V illag e of 
Tar Iton. 
Being the sam e prem ises purchased from Raym ond L. M oats 
and M ildred A. Moats, his w ife, by w arran ty deed dated 
August 6, 1948, filed for record August 6, 1948 at 11:15 
A M. and recorded in D eed Record 139 at page l l of the 
Deed Records of P ick a w a y County, Ohio. 
Being the sam e prem ises conveyed to Richard S. Albright 
and Tennie A. Albright, by Stephen D. Sterling and G lad ys B. 
Sterling, by deed dated D ecem ber 19, 1949, filed for record 
Decem ber 19, 1949 at I I 50 A .M . and appears of record in 
D eed Book 
141 
at page 472 of the Deed Records of 
Pickaw ay County, O hio. 
Being the sam e prem ises conveyed to Ira M arcus Friece and 
Flora Belle Friece by Richard S. Albright and Tennie A. 
Albright, by deed dated April 3, 1951, and recorded in 
Pickaw ay County O hio D eed Records Volum e I 44 at page 
19. 
Being also the sam e prem ises, the undivided one half of 
which was transferred to Flora B Friece by C ertificate of 
Transfer in the Estate of Ira M arcus Friece, dated N ovem ber 
15, 1960 and recorded in Pick aw ay County O hio Deed 
Records, Volum e 167 at page 536. 


Said prem ises w e re appraised in the estate of said decedent 
at T w elve Thousand Five Hundred and no-100 
Dollars 
($12 500.00) and w ill not be sold for less than two thirds of 
said app raised value. 


A u ctio n eers Note This is a fine old Victorian type home 
that needs painting. Don t miss this one if you like an older 
home. It hus a lot of shade and a good sized parcel of land. 
Terms of sale on chattel property: 
Cash on day of sale. 
Terms of sale on real estate: 
Ten per cent (IO per cent) of 
sale price on day of sale, and balance in full on delivery of 
deed on or before Septem ber 6, 1974. 


Carl C. Leist, Executor 
Estate of Flora B. Friece, deceased. 


Lunch served by Saltcreek Tarlton W om en s Auxiliary 


S L E E P I N G roorr tor gentlem an 
Private entrance, 711 N Court, 474 
2285 


17. Wanted to Rent 


N E E D E D immediately, house, 2 or 3 
bedroom s 
A dults only 
A sh ville 
vicinity Call Roy Lewis, 983 2425 


18. Houses for Sale 


X TARLTON 
Vt 
ACRE 
$ CO RNER LOT goes w ith 
this BRICK 7 room, 
3 
X bedroom s 2 bath home, 
§ kitchen 
has 
built-ins, 
•I; double 
carport, 
work- 
shop 30x24, all carpet- 
$ ed, w-b fireplace, w ell 
•I* landscaped with a nice 
;‘j p a tio , 
c a ll 
D O N 
$ H O U G H 474-2898. 


X SM ALL A C R EA G E w ith 
v this 3 bedroom , 2 bath 
hom e 
located 
on 
E. 
X Ringold-Southern Rd. — 
X paneled, 
storms, 
car- 
peting. 
sm all 
storage 
X bldg 
Call 
CLARK 
Z W A Y ER 474-6893. 
Speakman Realty 


£ 
47 4-2898 


' I At ut farm 6room*, and bath, good 
holdings. 
" 
acres 
tillable 
Im 
nu diati 
possession ct land 
Near 
Atlanta 
Oh© 
Call Bill f riece 
495 
‘,45<1 or Hob Lewis. Broker. 335 1441 


20. Lots for Sole 


2 I A C R E tots for sale, approved 
residential. I corner lot, $5,000 each 
Choose either one 474 5674 


LOTS 


1962 I O RD van runs good 474 5298 


69 P IC K up Datsun truck $1,400 508 
Remck Lot 7 


12. M obile Homes 


1966 D E T R O IT E R , 2 bedroom, fully 
carpeted 
furnished, a ir, storage 
building, 3 Alm a Avenue. Elsea's 474 
8242 


M O VIN G , must sell immediately 
72 
mobile home, 2 bedroom 12 x 60, in 
eludes a i r , fu rn itu re and under 
skirting 474 8598 


W ILSO N 
& 
Michaud Mobile home 
parts and service 
3 North 
Long 
Street, 
A sh ville, 
Ohio 
24 
hour 
emergency service 
Open Sundays, 
983 4406 


M UST sell fast 
12 x 50 D etroiter 2 
bedroom s, 
fu rnished , 
air 
con 
dittonmg IO x IO building, color TV 
474 1745 


7? D E T R O IT E R , 14 x 70, furnished 
$600 OO take over payments 474 1355 


V IN D A L E Repo No Down payment, 
pay sales tax only Free Delivery rn 
C e n ta l Ohio T R A D IN G IR IS H M A N , 
660 E Mam, Reynoldsburg, Ohio 864 
0794 


12A. Boots & Compers 


YO U R camping dollar goes the far 
th est af Tagg Camper Sales, U S 23 
South. Circleville 474 6506 


1972 SH A STA motor home Completely 
self contained 
Like new, less than 
4,000 miles 
air conditioned 
Price 
reasonable Phone days, 614 474 6043, 
evenings. 614 474 2434 


13. Apts, for Root___ 


4 ROOM furnished apartment Utilities 
paid 
261 i Jefferson, Ashville, 913 
7271. 
CONVENIENT 


From Ashville 
it is only minutes to 
Circleville and Columbus W e offer 
luxury one and two bedroon garden 
a p a rtm e n ts 
fe a tu rin g 
a ir 
con 
d itio n n g 
w a ll to w a ll ca rp e tin g 
private patio, and much more 
Call 
The Pines at 983-4250 betw een 12 ft 
8 d a ly except Saturday.____________ 


PEACE AND QUIET 


En py beautiful landscaping 
fresh 
air and a quiet location9 Stop by The 
Pines 
in 
Ashville 
and 
see 
our 
beautiful 
one 
and 
two 
bedroom 
apartm ents 
Each apartm ent comes 
complete with disposal, refrigerator, 
stove 
air conditioning, wall-to-wall 
c a rp e tin g 
a ttic sto rag e 
p riv a te 
parking 
and much m ore 
Call our 
resident service director at 983 4250 
daily 
b etw een 
12 
& 
8 
except 
Saturday. 


NEW 
APARTMENTS 


AND 


TOWNHOUSES 


1 2 - 3 Bedroom s 
Sh ag c a rp e tin g , 
b e a u tifu l 
kitchens w ith all appliances, 
basem ents, private patios or 
balconies. 
A d ja c e n t 
to 
C ir c le v ille 
schools at N icholas D rive & 
G ard en Parkw ay. 
Call 474 3521 
Nicholas Square 


14. Houses for Rent 


1 1 T W IN single for rent, I bedroom No 
pets 474 6532 


6 ROOM house with side drive and 
garage 
No pets 
No children 
474 
8072 


15. 
Sleeping 
Rooms 


F U R N IS H E D carpeted room 
Share 
kitchen, utilities paid Working lady, 
474 7924 evenings 


Ideal building lots w ith city 
s e w e r 
and 
w a te r, 
h ard 
surface street, curbs, gutters 
and 
sidew alks. 
For 
more 
inform ation call 
EVANS 
R E A L T t 


474 4266 


21. Real Estate 


G E O R G E C 
Barnes 
Realtor 
Uh £ 
Main St Office, 474 5275 Residence 
474 4982 


WACKER 
REALTY, INC. 
455 E. Main St. 
Branch O ffice 
O. F. G uenther, M gr. 
M ary V. G uenther, Assoc. 
___________ 474-8641____________ 


Circleville Realty 
WILLIAM BRESLER 
Realtor 
Office 474 3795 
Residence 474 5722 
David C Setts 474 4004 
I 52 West Mam Street 


W. D. HEISKELL & Son 


Realtors 


123 South Court St. 
474 8848 (O ffice) 


A l A l I 44 (Residence) 


la rry M cFadden 
474 3995 


R u t h M cFadden 
474 3995 


Charles Rose 
986-6584 
Chas. H. Steinhauser 
474 5075 


Hatfield Realty 


103 E M ain St. 


Phone O ffice 
447-6294 


Residence 
474-5719 
or 474 6562 


Dwight L. G rubb 
474 4941 
W ayn e H atfield 
474 6902 
Je rry Leist 
474 2673 
M arjo rie Spalding, Saleslady 
474-5204 


AT YOUR SERVICE: 


Mrs. Je a n n e Bach 474 4 I 34 
Mrs. Leo Hedges 474 3304 
Jim Ford 474-458 I 
Joseph W hitesed Jr. 
474 2197 


Mrs M ar (or ie H appeney 
474 3323 


E. R. BENNETT 


Realtor 
I 27 > E M ain Street 
Phone 474 2197 


24. Misc. for Sala 


3 P IE C E living room suite including 
recliner reduced to $177 OO Knopf 's, 
corner of Mam and Scioto 


IT'$ T E R R IF IC the way we're selling 
Blue 
Lustre 
to 
clean 
rugs 
and 
upholstery 
Rent shampooer $1 OO 
Jim 's P a y & Save 


BA N K run gravel, fill dirt, fill sand, 
loading 
and 
hauling 
R aleigh 
Spradlm Phone 474 6722 if no answer 
Call 474 4 127 


ACCORD IO N for sale or trade for air 
conditioner Call 474 8114 


M O V IN G out of state Bed with book 
case headboard, chrome table with 
six chairs coal stove, cassette tape 
player with AM F M radio, trailer 
hitch tor Ford or M ercury wagon, 
a rtific ia l 
C h ristm as 
tree, 
1971 
Gremlin 6 cyl 
standard, 1972 duo 
roamer 19 boat loaded with extras, 
call 474 8658 or 474 4297 


FO R Sale Kenmore dryer, reel type 
lawn 
mower 
Other 
items 
Make 
offer 474 3220 


P U G S a sighf* Company com ing-* 
Clean them right with Blue Lustre 
Rent electric shampooer $1 OO G C 
Murphy Co 


IN S T A L L E R hasexcess rolls of Nylon' 
• and Aonian $3 00 per yard installed 
Terms available 474 4940 


S A L L E Y S in laws coming She didn t 
fluster cleaned the carpets with Blue 
Lustre 
Rent e le c tric sham pooer 
$1 OO Bingm an's 


Myers 
Water 
Systems 


Kochheiser Hardware 


For Farm & Suburban Hom es 
I I 6 W. M ain St. 


Sew ing M achine Service, A ll 
M akes. Clean, Oil, and adjust 
Tensions, 
In 
Hom e. 
Ports 
availab le. O nly $5.99. 
Phone 474-7635 


HOOVER 
SWEEPER SERVICE 
W e service 
all makes 
MACS 
113 E. Main 


Players 
Strike 


WASHINGTON (A P) - The 
first picket lines are expected 
in San Diego on Wednesday 
as the players’ union strikes 
the National Football League 
in a dispute over the so-called 
freedom issues. 
Rookies and free agents, who 
do not become eligible to join 
the N FL Players Association 
until the regular season 
starts, may hold the key to 
the outcome. But ifs a matter 
of doubt whether they’ll play 
even the exhibition games. 
Bill Curry of the Houston Oil­ 
ers, president of the union, 
scheduled a news conference 
at 
the 
association 
headquarters here to discuss 
the players’ position on the 
strike which began officially 
at midnight Sunday. 
Negotiations on a new collec­ 
tive bargaining agreement 
between the players and the 
NFL Management Council, 
the owners’ bargaining agent, 
broke down last Wednesday 
when the two parties reached 
an almost insurmountable 
impasse. 
“ The basic issue is the right 
of a player to move from one 
team to another when his con­ 
tract has expired,” Curry 
said. “ We think he should 
have that right just as 
everyone else has.” 
John Thompson, executive 
director of the management 
council, said the owners of­ 
fered to modify the contract 
system, proposed increased 
insurance 
and 
pension 
benefits and were responsible 
for bringing the federal 
mediator into the dispute. 
“ We’ve done some substan­ 
tial things but they refused to 
budge off their position of 
total freedom or withdraw a 
single 
demand,” • said 
Thompson. 
The players went on strike 
four years ago, but the 1970 
boycott ended before actual 
preseason play started. This 
year’s walkout shapes up as 
long and tough to settle. 
The club owners have said 
they intend to play rookies 
and free 
agents if the 
veterans don’t report. If 
enough report and the fans 
are willing to pay to see them, 
the players union probably 
will have to buckle and 
modify its 63 demands. 
On the other hand, if the as­ 
sociation is successful in 
keeping the rookies and free 
agents out of camp, the 
owners will have to make 
concessions. 
The union’s executive com­ 
mittee, headed by Curry, is 
planning to be on hand for the 
start of picketing at the San 
Diego training camp. The 
committee also plans to 
appear at the other camps 
scheduled to open this week, 
including the Evanston, HI., 
site of the College All-Stars 
who are to play the Super 
Bowl 
champion 
Miam i 
Dolphins in Chicago June 26. 


Former Race 
Driver Killed 


LO RA IN , Ohio 
(A P )— 
Former auto race driver 
Eddie Johnson and his wife, 
Shirley, were among four 
persons killed in the crash of 
a light plane during a rain­ 
storm Sunday night. 
Names of the other two vic­ 
tims were withheld. 
The 55-year-old Johnson was 
president of Royal Plastics in 
Eastlake. He lived at the Wa­ 
tergate Apartments in the 
Cleveland suburb of Euclid. 
Witnesses reported hearing 
an explosion before the plane 
crashed. 


26. Wonted to Buy 


O LD and antique furniture, china, 
glassware, clocks, etc 
Contact the 
T yg ert House, 245 A rch Street 
Chillicothe, Ohio or phone 775 0222. 


W A N T E D to buy good quality alfalfa 
hay, M ike B iatts, 
1 304 529 7839, 
Lovalette, West Virginia 


F U R N I T U R E 
A ntiques 
Good 
miscellaneous items 
Call 474 2062 


U S ED trucks, any year, size or dbn% 
d it ion TATCO, 582 E Main, 474 4028. 


27. Pits 


AKC C O L L IE puppies, 9 weeks old, 
sable and white Lassie type $75 00 
each 642 3438 


PAT S Doggie Boutique Clipping and 
grooming all breeds 474 7718 


F R E E small black puppy, male, to 
good home, 474 7653 


F R E E kittens, 432 Stella, 474 5902 


FOR Sale Siamese cat, female, spayed 
and de clawed 474 1129 


28. 
Form 
Equipment 


CASE 960 combine, 14 foot grain head, 
3 30 corn head, 474 2021 


30. Livestock 


FOR 
Sale. Good Hampshire boars. 
Ready tor service 
Robert Young, 
Route I, Circleville. 474 2051. 


S T I L E S Tack and Feed, 983 2160. IO 
per cent off for 4 H members 


Your Horoscope 
Television Schedule 
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Bv FRANCIS DRAKE 


I/>ok rn the section in which 
your birthday comes and find 
what your outlook is, ac­ 
cording to the stars. 
FOR TUESDAY 
ARIES (Mar. 21 lo Apr. 
20): A day for action! Be sure 
your energies are directed 
into constructive channels. 
Don’t wait until errors are 
committed before you get 
better organized. 
TAURUS (Apr. 21 to May 
21): A good period for in­ 
troducing new ideas; also for 
developing those of others. 
Streamline your activities 
with 
both 
quality 
and 
productivity in mind. 
GEMINI (May 22 to June 
21): There’s a tendency now 
to take off on tangents or 
useless ventures if you do not 
keep your mind on immediate 
objectives. I>et moderation be 
your keyword. 
CANCER (June 22 to July 
23): Some restraint in order. 
Also some rechecking of 
plans. Prospects brightening 
in several areas. Be sure to 
make the most of them. 
LEO (July 24 to Aug. 23): 
Balance earnings against 
expenditures; 
also study 
where tactics, moves should 
be altered, stepped up or 
slowed down. 
A 
day for 
thoughtful appraisal. 
VIRGO (Aug. 24 to Sept. 
23): Don’t change plans or 
methods without first con­ 
sulting all concerned. Study 
where changes ARE needed, 
and to what degree. Press for 
efficiency. 
LIBRA (Sept. 24 to Oct. 23): 
Endeavors of the past should 
bring reward now. Keep up 
the good work and your future 
will be even brighter. 


SCORPIO (Ort. 24 to Nov. 
22): Do not become too deeply 
involved in the affairs of 
others or you could invite 
fatigue, distress. An excellent 
performance now possible if 
you concentrate on your OWN 
goals. 
SAGITTARIUS (Nov. 23 to 
Dec. 21): In tight or tiring 
situations, remain at ease, 
think things out; don’t rush in 
without full data or know­ 
how. 
CAPRICORN (Dec. 22 to 
Jan. 20): 
Take care of 
essentials assiduously, with 
primary factors thoroughly 
understood. Fine aspects 
encourage bright beginnings, 
sustained effort. 
AQUARIUS (Jan. 21 to Feb. 
19): 
Improving 
conditions, 
but some areas need more 
patience, stronger effort. 
Your special talents qualify 
you to reap benefits. 
PISCES (Feb. 20 to Mar. 
20): You may not accomplish 
all that you wish, but you will 


attain many things through 
an unfaltering spirit of en­ 
terprise, plus self-discipline. 
Avoid hasty decision. 
YOU BORN TODAY have 
been endowed with many 
talents through which you 
could achieve a 
happy, 
successful life, but-and this 
is a BIG but, indeed—you 
often fail to reach your 
highest potentials because 
you have a tendency toward 
lethargy, lack of ambition 
and such a feeling of “what’s 
the use?” that you eventually 
drift into moods of chronic 
discouragement. All this can 
be avoided, however, if you 
will 
learn 
to 
discipline 
yourself in your early years 
and 
concentrate 
on 
developing your very best 
traits and realize that you 
have a very real mission in 
life. On the better side of your 
nature, there is beauty, 
rhythm 
and 
a 
h u m an itarian ism which 
should 
not 
be 
denied. 
Properly developed, you 
could become an outstanding 
teacher, physician or nurse; 
could 
excel 
in 
music, 
designing or dancing. Curb 
that tendency toward inertia 
and the world can be yours. 
Birthdate of: Olav V, Nor- 
weigian king. 


Tiger 
by Bud Blake 


D E S P E R A D O 
W ho 
was 
that 
one-w heeled 
masked person in the cycle 
rodeo parade in Sheffield 
Lake, Ohio7 Not the Lone 
Ranger, but Chris Wierz 
chowski, I 3. 


The National Geographic 
Society’s 38 cartographers 
sometimes spend more than 
10,000 man-hours on a single 
map. 


26 Run 
along 
27 Sire’s 
mate 
28 Man s 
nickname 
29 Coupled 
32 Slower 
(mus.) 
33 The 
Bambino's 
specialty 
(2 wds.) 
35 Balanced 
37 Number 
of 
Muses 
38 Vasco — 


DAILY CRYPTOQUOTE - Here’s how to work it: 
A X Y D L B A A X R 
is 
L O N G F E L L O W 


Saturdav’s Answer 


8 Distaff 
celebrity 
IO Beseech 
12 — hygienist 
16 European 
river 
21 Critique 
22 Gazed 
23 Coming 
24 — Bay, 
Jam aica 
25 Howdy — 


27 E ast 
Indian 
cedar 
29 Subject 
30 Of 
a 
G reat 
I .ake 
31 Irene — 
34 Tidy 
36 Girl’s 
name 


by THOMAS JOSEPH 


ACROSS 
I Doctor’s 
org. 
4 Have a 
confrontation 
9 Tennis 
term 
II Suggested 
13 Colleen’s 
name 
14 Duds 
15 Crystalline 
sugar 
17 
Dimen - 
bear” 
18 Cup­ 
board 
19 Small 
violin 
20 Suffix 
for profit 
21 “I^st 
Supper” 
in art 
22 Philippine 
island 
25 Delectable 
mushroom 


39 Ethiopian 
lake 
40 Solitary 
fellow 
41 Not 
gross 
DOWN 
1 Turkish 
standard 
2 Upright 
3 Birthplace 
of St. 
Theresa 
4 Drink 
after a 
drink 
5 Liquid 
m easure 
6 Hill 
dweller 
7 Nasty 
person 


w o u l d n 't c a r e i d m a k e t h a t a 
THOUSAND AND ONE, WOULD YOU, 
— v I------------X MOTHER-IN-LAW? J---- 


JONEST 
Rift5£wAy 


Mr. Abernathy 
by Jones & Ridge 


One letter sim ply stands for another. In this sam ple A is 
used for the three L’s. X for the tw o O’s. etc. Single letters, 
apostrophes, th e length and form ation of the words are all 
hints Each day the code letters are different. 


CRYPTOQUOTES 


C Y S S K J Z 
N I Q V M J T 
B G I 
M I E J 


j Y N G 
I W G J S , 
W J M M 
J Y N G 
I W G J S 


Y 
W G I Q T Y I. Z 
W G K L . R T 
B K W G 1 Q W 


W Y M O K L R . — N G K I . J T J 
V S I E J S U 


Saturday's Cryptoquote: THE MAN WHO INTERFERES 
WITH ANOTHER’S HABITS HAS THE WORST ONE.— 
HENRY S. HASKINS 


( © 1974 King F eatures Syndicate, Inc.) 


"h£ WOKC71 uEA^M EP 
TOVk'j IE PRO TEIN 
/ 
OK AV. 
ME A 
\ 
*Jif4 
) 
V 
w o p c?* p £ o rg n J 


Flash Gordon 
by Dan Barry 


The Genius 


Blondie 


] 
WHOP1 WHAT 
J WAS THAT -LASH ? 


-JIXSLs 


by Chic Young 


by Oldden 


I youRE right, 


\ PROFESSOR 
ohat rave y o u /TTT a o ^ 
307 THERE ? 7 I 11 b A 
\THE ATOMIC ^ 


m o n d a y 


I 
O I I 
<4* I 'In I D onahue 
Mil Huck and V ugi 
i im Mm ie 
• ii i S e s a m e S tr e e t 
I WI 
Hi Jackpot 
uh (abigail s 
Islan d 


I 
( M I 


| 4 1 M el v ( a d i m 
• (ii Pag V a l l e y 
• 34* Mister Rogers 
5:30 
i34» Electric ( ompam 


0:00 
(41 News 
'♦•I Truth or 
< onsequences 
i Iii) New s 
<34i Shaking 
Freely 
OLIO 
14 1 NBC News 
IO) ABC News 
i im CBS News 


7 I M I 
(4 i Beal t lie ( lock 
Mil News 
«im News 
1341 Dive Tennis 
7:30 
14 * Hollywood Squares 
Mil To Tell The Truth 
«loi Municipal 
Court 
• 341 Perspective 


8:oo 
<4» Royals vs 
VS hitc Sox 
Mil Rookies 
i im Gunsmoke 
< 34 * Impeachment 
ut 
Andrew 
Johnson 
0:00 
i61 Movie 
• im Here s Lucv 
• 34' Eagle 


OLIO 
1 im Dick V an Dyke 
(341 Book Beat 
10:00 
(im Medical Center 
1341 THA 
10:30 
134 * Future Now 
II AHI 
14* News 
«ti t News 
i im News 
11 LOI 
<41 Johnny Carson 
<m Mission Impossible 
(im Movie 


MOND VY MOV IFS 
4: oo t lo * “The Quick Gun” 
0 inurn “ Peking Express” 
11:30 < im “ Desert War” 


It E S I ) VV 
4 I M I 
4 
Phil Donahue* 
' *i» Hut k a n d V ogi 
( lo i Mov ie 
1 34 
St‘s a m e S t r e e t 
4 Mi 
*4» Jaekpof 
o i G illig u n s 
I s la n d 
5. IMI 
• 4 * Mel t (■ i ii fin 
im lo g \ a lle y 
'34* M is te r R o g e r s 
5:30 
<34) E le c tr ic 
C o m p a n y 
0:00 
14> N e w s 
Mi) T r u t h o r 
( o n s e q u e n c e s 
* i m N e w s 
<3,4' A m e r i c a n W est 
ii un 
<4 
NIU N e w s 
Mi) A B C N e w s 
• IO I ( B S New s 
134) T o w e r T li o a tr e 
7:oo 
14 1 B e a t T h e C lo ck 
Mil N e w s 
•IO) N e w s 
(34* l l a t h a y o g a 
TLK) 
‘ 4 > D e a l e r 's C h o ic e 
'(ii T o T ell 'T he T r u t h 
i i m P ric e 1 is R ig id 
<34 * 34 R e p o r t s 
8:00 
• 4> A d a m 12 
HP H a p p y D a y s 
(IO) M a u d e 
*34) M a n B u ild s , 
D e s tr o y s 
8:30 
< 4» Tenafly 
< ti * M o v ie 
d m H a w a ii- F iv e - O 
*34 > N a t u r a l i s t s 
0 :00 
( 3 4 1 B ig Id e a 
9 :3 0 
GO) H a w k in s 
10:00 
< 4) N H C P r e s e n t s 
Mi) M a r c u s W elb y 
<34» Y o u O w e It 
To V ourself 
10:30 
<34» F u t u r e Now 
11 MHI 
< 4 1 N ew s 
Mi) N e w s 
(IO) N e w s 
11:30 
<4* J o h n n y C a r s o n 
'tit M iss io n I m p o s s ib le 
( i m Mov ie 
T I F S D VV MOV I F S 
4:00 
( Hi ) 
“ A n d 
B a b y 
M a k e s T h r e e " 
8 :3 0 
Mi) 
“ A 
S u m m e r 
W ith o u t B oys ’ 
11:30 <10* “ S i r o c c o " 


VOD DID A PA B U -C U L 
JO B O S TMiS R J P E P " 
^ . i 
R E P O Q -' j__ 
— V * y ^ 


Views On Television 


by Boltinoff and Burnett 


by Walt Disney 


CERDAS uO 
7-1 


/ / 
H 'lip y £ 


"ASH I ON 5 


NASHVILLE, Tenn. (AP) 
Ralph Emery isn’t exactly a 
household word in America, 
but to country music fans and 
stars alike this 41-year-old 
Tennesseean is one of the 
most influential figures on the 
air today. 
Widely respected on Music 
Row for his knowledge of the 
country music scene, he’s 
been a leading radio and TV 
personality the last 17 years 
at .station WSM, broadcast 
home of the Grand Ole Opry. 
A goateed, accentless native 
of McEwen, 50 miles west of 
here, Emery’s national fame 
among country music fans 
developed in the years he 
hosted “Oprv Star Spotlight.” 
an all-night 
radio show’ 
beamed over much of the U.S. 
by 
WSM’s 
50,000 
clear- 
ehannel watts. 
But Emery, who left the show 
about two years ago, tends 
not to loaf on his laurels. He 
starts the day with a one-hour 
local TV show, complete with 
live music, at 6 a.m. 
Then he does a 90-minute 
midday talk and music radio 
show, in which it’s not un­ 
common for him to hold 
phone interview's with Donna 
Fargo, Minnie Pearl and the 
Grand Ole Opry’s Bob Luman 
— in the same day. 
Since 1969, he’s also hosted a 
syndicated weekday radio 
show — he estimates it plays 
175 markets — that runs an 
hour and features lengthy 
interviews with such top 
country 
stars 
as 
Anne 
Murray and Ferlin Husky. 
This month, he’ll start taping 
a 30-minute syndicated TV 
show, “ Pop Goes the Coun­ 
try,” which he says will debut 


in September, have three 
stars a week and “a little talk 
and a lot of music.” 
Emery grinned when a vis­ 
itor 
suggested 
network 
country music shows always 
seem an awkward blend of 
big-city pop and down-home 
visions. 
“Well, the two leading mar- 
Kets are New York and I a i s 
Angeles,” he mused. “I think 
the networks try to make the 
shows compatible for them. I 
get the feeling they forget 
about the other markets in 
the U.S.” 


Greg And Holbert 


Win Camel 


GT Race 
I LEXINGTON, Ohio (A P l- 
Winning race car driver 
Peter Gregg says he usually 
has had enough of endurance 
racing after about one hour. 
But Sunday he said he 
treated the $46,750 Camel GT 
Challenge road race at the 
Mid Ohio Sports Car Course 
like a sprint and teamed with 
Al Holbert in a Porsche Car­ 
rera to win. 


Frost W id o w e r 
Wins F e a tu re 


FLORENCE, Ky. (A P )- 
Frost Widower captured the 
feature race at Latonia 
Saturday night with a six- 
and-a-half length victory in 
less than two minutes. 
The victory, completed in 
1:59 2-5 for the mile, returned 
$5.00, $3.20 and $2.40. Busy 
Henry paid $3.80 and $2.80 for 
second and Ashlawn showed 
for $2.40. 


Nubbin 


HUBERT 


Donald Duck 


ihpye 


-AS HI JNS J 


Beetle Bailey 


The Heart Of Juliet Jones 


cJJuUE IS STUMMER TO PIMP OUT SHE HAS 


b e e n W 
ino anc? a b e t t i n g " h e r p e v o n 
FRIENPS IN BREAKING THE LAW/ 


" y o u SHGUlPA KNOWN THAT BEIN' IN BUSINESS, 
iO U HEEP T ‘ PAV SALES TAX ANP BE LICENSEP 
\ TO PO WHAT YA PtP/f" 


s ' 7J 
©tj*sr<4. 


by Mort Walker 


/ 
ABOUT 
f 
tm at po t m ole 
_ 
I MiT vVITM 
> O j£ JEEP 


by Stan Drake 


THE O LP BUZZARP 
WAS RIGHT, GARLING. 
YOU HANE SEEN A 
PARTy TO SO M E 
LAWBREAKING/ 


-OR’’UNA^ELY 
' J E O T m E R H A L T J 
~a__keo me 
y 
^ OUT OP IT 
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SIGNING—Dale DeLong. president of the Circleville Board 
of Education, transfers the deed of the Wayne Twp. school 
property to the Pickaway County Mental Retardation Board. 
Present at the signing last week were Mary' Ellen Rader, 
clerk of the school board; Mrs. Dora Moss and Mrs. Bob 
Porter, members of the retardation board; Prosecuting 
Attorney Richard Gerhardt; and Jay Clevenger, director of 
the Brooks-Yates School. The mental retardation group had 
been leasing the school as the site for the Brooks-Yates 
School. Purchase price was $30,000, with the Ohio Mental 
Retardation Board funding half the project. 


Police Arrest Columbus 
Man For Child Molesting 


A 34-year-old Columbus man. Jerry 
R. Slone, 253 Hawks Ave., has been 
bound to the grand jury under $5000 
bond for a variety of sex-related of- 


Demos Net 
Millions 
In Telethon 


By THE ASSOCIATED PRESS 
With 
musical 
and 
dramatic 
Americana, plus some old-fashioned 
pleading, the Democratic party 
amassed about $7 million in pledges 
during a 21-hour telethon. 
The 
estimated total would top last year’s 
pledges by about $1.5 million. 


The weekend extravaganza that ended 
Sunday was said to be one of the 
longest single shows in the history of 
network television. 


Callers were still phoning in pledges 
as the telethon ended in the Western 
states at ll p.m. EDT Sunday. 


Party spokesmen said it would be two 
days before final figures were in, but 
they expected the total to top $7 mil­ 
lion. Cost of the air time and other 
expenses were expected to be $2.5 
million. 


Sen. Hubert H. Humphrey of Min­ 
nesota was the master of ceremonies 
and was joined for most of the time by 
Democratic 
National 
committee 
chairman Robert Strauss. 


California led all states with $709,654 
as the party exceeded the results of its 
1973 telethon, when $5.4 million in 
pledges was raised during an eight- 
hour program. 


Viewers were told that twothirds of 
the money would go to state party 
organizations. The remaining one- 
third will go to the 
Democratic 
National Committee, which still owes 
$2.5 million from the 1968 campaign. 
Fireworks 
Ruling Hit 


WASHINGTON (A P) - Ralph 
Nader’s Health Research Group has 
accused a federal agency of “ in­ 
comprehensible 
and 
abysmal 
stupidity” for not banning firecrackers 
before July Fourth. 


The consumer organization told the 
U.S. 
Consumer 
Product 
Safety 
Commission in a letter that it has “ set 
the stage for another holiday filled 
with carnage and disaster, par­ 
ticularly for those too young to appre­ 
ciate the real dangers associated with 
the devastating array of fireworks 
devies ...” 


The commission decided, just hours 
before its June 18 firecracker ban and 
fireworks regulations were to take 
effect, that the industry had presented 
objections meriting a public hearing, 
which a Nader spokesman said meant 
that no rules could take effect until 
well after the July Fourth holiday. 


350 Recordings 
Processed 


Hazel M. Yeatts, Pickaway County 
Recorder, released the report for June 
showing a total of 350 recordings were 
processed during the month. 


Of that number, 157 were deeds; 111, 
real 
estate 
mortgages; 
82, 
miscellaneous recordings. The total 
amount of money involved in the real 
estate mortgates was $1,862,030.08. 


The recorder’s office also cancelled 
55 real estate mortgages involving 
money in the amount of $901,730.70 and 
filed and processed 191 financing 
statements. 


Arrests 
ati 


Senior Citizens 


Get Special Rates 


As a result of a new policy decision, 
Kings Island has announced that 
senior citizens will be admitted to the 
park on the remaining Sundays of the 
1974 season. 
Any person 60 years of age or older 
will bt' admitted to Kings Island for 
half price any Sunday except Sep­ 
tember 22 and 29. 
Identification, such as driver’s 
license. Medicare or Golden Age 
cards, must be presented for ad­ 
mission. 


9 Cases Pending 
In Appeals Court 


The monthly report for June showed 
nine cases pending before the Court of 
Appeals at the end of June. 
Sara M. Dresbach, clerk of the Court 
of Appeals issued the statement today 
which also showed one case had been 
disposed of during the month. 


Thieves Pry 


Coin Boxes 
Thieves pried open the coin boxes ot 
four automatic washers at Duds and 
Suds, 142 E. Franklin St., according to 
city police. 
Richard Smith, manager of the 
laundry, estimated $75 was taken. 


Yalta Busy 


YALTA, U.S.S.R. AP) - While 
President Nixon and party boss I>eonid 
I. Brezhnev relaxed from the summit 
talks with a Black Sea boat ride, 
thousands of Soviet workers along the 
shore downed oxygen cocktails, had 
underwater massages and underwent 
the grape cure for nervous tension and 
tired blood. 
Yalta is famous for its health 
sanatoriums where climatotherapy — 
Israeli Debt 
Wiped Out 


WASHINGTON (AP) — President 
Nixon has written off $500 million in 
debts owed by Israel for U.S. military 
assistance in the wake of the Arab- 
Israeh war last October. 
A White House spokesman said 
Sunday that Nixon signed in Moscow 
an authorization converting the credits 
to an outright grant. In April, the 
President had changed from loan to 
grant status another $1 billion in aid to 
Israel. 
The move came at the request of 
Shimon Peres, the new Israeli defense 
minister, who just completed a three- 
day visit to Washington. Peres is also 
seeking another $7.5 billion in military 
assistance over the next five years, 
nearly all of it as grants. 


As Soviet Health Spa 


the scientific use of sun, sea and air—is prescription. 
employed to cure a variety of ailments 
Some 
get 
the 
treatment 
free, 
ranging from neuroses and backaches 
depending on the seriousness of their 
to laryngitis and pernicious anemia, 
ailment. Others pay 30 per cent; the 
Some patients come to receive am- state pays the rest. 
potherapy, the medical word for the 
Dr. Peetruk, whose establishment 
grape cure. It consists, along with a lot consists of ll doctors, 40 nurses and 300 
of sun and exercise, of living for a few 
patients, said the regime in most cases 
weeks on an exclusive diet of five is a combination of drugs, sleeping by 
pounds of grapes a day. The grapes the seashore 
in 
wide-windowed 
can be eaten fresh or cooked or downed bungalows, and various physiotherapy 
as grape juice, but wine is out. 
programs of sea bathing, pressure 
The resulting acidity is supposed to be showers and underwater massages, 
beneficial to the heart, lungs, liver, 
Air and sun treatment are important, 
blood vessels and kidneys. 
he said. “ So is bathing in the Black 
The Ukraine Sanatorium, just down Sea. The water here is full of an- 
the road from the summit site at tibiotics, much healthier than the 
Oreanda, specializes in the oxygen Mediterranean.” 
cocktail. The sanitorium’s director, 
Dr. Valentine Peetruk, said the 
cocktail is concocted from “ drugs and 
KGGpinQ SCOTG 
oxygen and is useful in the treatment 
' 
^ 
of cardiovascular ailments.” 
O n The Rainfall 
I Ake most of the other 116 sanatoriums 
___ 
and health resorts in the Crimea, the 
.-.vc 
• 
Ukraine Sanatorium is operated by the 
Rainfall for 48 Hour Period 
Soviet Council of Trade Unions, but 
Ending at 8 a.rn............................... OO 
research is directed by the Ministry of 
Actual since June I ...................... 4.69 
Health. 
Some 
60,000 
workers 
Normal since June I .....................4.17 
recuperating from operations or in 
AHEAD .52 INCH 
need of a rest from the tensions of 
Actual since Jan. I .................... 20.77 
meeting quotas down at the cement 
Normal since Jan. 1.....................21.21 
works are sent down each year for a 
River ......................................... 3.70 
rehabilitation program of at least 24 
Sunrise ...................................... 6:06 
days. 
All come with a 
doctor’s 
Sunset........................................9:04 


tenses. 
His arrest in Michigan F rid a y 
culminated nearly a month-long in­ 
vestigation by Circleville Police Sgt. 
I^arry Pontius. 
Slone was described as the man who 
allegedly molested a nine-year-old 
Circleville girl June I and.later in the 
day, a young girl rn Chillicothe. 
Two days later, a man answering 
Slone’s description was apparently 
frightened away during another 
molesting attempt in Circleville. 
However, he did molest a nine-year-old 
girl in Chillicothe. 
Chillicothe Police found a witness 
who provided them with the license 
number of Slone’s car. 
Sgt. Pontius said a man. believed to 
be Slone, exposed himself to a woman 
and her two children in a laundry in 
Circleville the night of June 3. 
Police in both cities traced the 
license number of the car to Slone, who 
has a long history of sex offenses, 
according to Sgt. Pontius. 
He was released from the state 
penitentiary in March, he said. 
After warrants were issued for his 
arrest by Chillicothe and Circleville 
Police, the man fled. 
However on June 23, he allegedly 
molested the young daughter of a 
Flint, Mich., policeman. Witnesses 
provided 
police 
there 
with 
a 
description of the man and his license 
number. 
While police were attempting to 
make a report of the first incident, 
Slone apparently tried to molest 
another Flint youth. 
Police chased his car through a 
residential section of the Michigan city 
at speeds reported near 70 miles an 
hour before Slone crashed his vehicle 
and attempted to outrun the officers on 
foot. 
Flint Police, who claim to have 
cleared up nine sex cases in their city 
in a two-week period with Slone's 
arrest, contacted Sgt. Pontius on the 
local warrant. 
Pontius returned the man to Cir­ 
cleville Friday after he waived ex­ 
tradiction. 


SPECTACULAR SAVINGS . . . on summer fun items! 


BORON 
charcoal lighter 
m « 


fluid 
one quart size 
rn 


A 89c VALUE 
C 


BORON 
charcoal 
briquets 


IO 
POUND 
BAG 


A $1.69 VALUE 
88c 
:L-W- TRANSISTOR 
1 *'6"' 
BATTERIES 


9 
volts 


A 39c VALUE 
15c 
paper plates 


IOO co un t 


EASY TO POUR 
EASY TO STORE 
GALLON DECANTER 
LUSTR0WARE 


SH ER IFF 
Eugene Johnson, 34, IJthonia, Ga., 
driving while operator’s license are 
under suspension. 
Thurman Jenkins, 57, Columbus, 
failure to yield the right of way. 
B. Clair Bardo, 49, Springfield, 
failure to maintain an assured clear 
distance ahead. 
William B. Blaney, 20, Route 3, left 
of center. 
Paul Downard, capias for violation 
of probation. 
Ira L. Swim, 25, Grove City, no 
motorcycle endorsement. 
Jerry Neal Albright, 42, West 
Virginia, 
possession 
of 
stolen 
operator’s license. 


OSP 
I^on Van Hoose, 21, Westerville, 
driving while intoxicated. 
Joe E. U)gan, 51, Columbus, driving 
while intoxicated. 
POLICE 
Curtis L. Brown, 31, 202 IvOgan St., 
intoxication. 
Ed A. Harris, 36, 720 S. Court St., 
intoxication. 
John Rittenhouse, 44, .'160 Barnes 
Ave., driving while intoxicated. 
Ixirry Bush, 24, 525 Tower Ct., 
assured clear distance. 


Am erican Legion 


Plans Free Dance 


American legion Post 134 of Cir­ 
cleville will be celebrating the 4th of 
July with a free dance for members 
and guests on Wednesday. 
Dancing will be to the music of The 
Stoney’s from IO p.m. until midnight or 
later. 


jacketed and insulated 
keep 
ice chest ,ooris 
30 quart size 
fresh............ 
drin k s cold. 


A $9.99 VALUE 
$099 


RAID 
YARD GUARD 


outdoor fogger 
i 6 ’/4 ounce 


KEEP 
BUGS 
A W A Y 
FOR 
HOURS. 


A $2.49 VALUE 


*166 


S0LARGAINE 


AEROSOL 
FOR SUNBURN 
4 oz. 
$189 


citronella 
candles 


sr 
• OWL 
• MUSHROOM 


A $1.29 VALUE 
|0) off! 
INSECT REPELLENT 


Keeps m osquitoes 


aw ay from you! 


A 
$1.49 
VALUE 88 


T i 


I 
— ^ ^ 


I 


“ ^Jcono**Jsw»is 
70's 
A $1.09 VALUE 
79c 


;/,*» pre! I 


Shampoo 
Ila • LIQUID 11 ounce 
S) • CONCENTRATE 
5 ounce tube. 


VALUES UP 
V°U' e AAC 
to s i .65 
ch° 
y 
y 


Q baby 
I n.ii’x 
__ 
w 
oil i o ° unce 


A SI.59 VALUE 
$ 1 ® 3 


Sergeant's 


0 
— 
2 
P L E A 


l l 
! 
! 
C O L L A R 
' 
"Don't let 
your net 


$ 1 3 9 
A $1.98 VALUE 
| 


| \ g f| 
B r y l c r e e m 


I 
m m hairspray ? Qunce 
for men 


i U 
j l 
* POWER HOLD 
R S S jd 
• SOFT HAIR 


J f r ' L 
s i * 9 
O 
Q c 
v a lu e 
W 
rn 


s i s 
i s 
Kodak 
^ 
KO D AC O LO R 


^ C • 126 
F I L M 
12 exposures 
C UO 
VALUES ( . A Q 
rn .. 
° 
TO $1.50 
12 exposures 
| 


a a 


A 
$4.29 
VALUE 


Polaroid 
COLORPACK 


L type 88 


I LAND FILM 
$499 


Polaroid 
COLOR PACK 


S5JB5 
$099 
VALUE 
l f 


SEA & 
SKI 


SUNTAN 
LOTION 


SUNTAN 
LOTION 
4 ounce 


A $1.80 VALUE 
$1 
49 


MASSENGIL 
POWDER 


6 ounce 
size 


A 
$1.98 
VALUE 
$109 


SUDDEN 
TAN 
* 5 2 
BRONZING fo a m 


£ 2 2 
Got a mi nu te? 
ai 
Get a tan! 
ill «£. 
$049 
-‘•ii....- 
VALUE $2 * 


A 
$1.69 
VALUE 


personna 
74 
INJECTOR 
BLADES 
i r s 
79° 


RAID 
Mosquito 
coil 


tight it and forget 
it! 
95 


We Fill All 
Prescriptions 


• industrial 
• aid for aged 
• welfare 
• A.D.C. 


RISCH DRUGS . . . TOTAL SAVINGS! 


G I 
B-2 
B-3 


m o s t s t o r e s 


Supplement to: 


Newark Advocate 
W ashington Court Ho vee Her ate 
Coshocton Tribune 
Green*told Daily Tim et 
Marysville Tribune 
Ce mb! I do* Jeffersonian 
Marion (ta r 
Jan esville Tim es R ecorder 
Chillicothe G arette 
I. anc aster ta e ls G a ro tte 
Circleville Herald 
Lima Daily News 
london Arose 
Fostoria Review tim es 
logon Doily News 
Tifhn Advertiser Tribune 
Athens M essenger 
Findlay Republican Courter 
Mi Vernon News 
Portsm outh Tim es 
Delaw are G arotte 


C o p y r ig h t 1 9 7 4 T h e K r o g e r C o 
i 
Q u a n t ity R ig h t s R e s e rv e d 
P r ic e s e ffe ctive J u ly I th ru J u ly 7 1 * 7 4 


U.S. Gov't Graded Choice 


U S Gov't Graded Choice 


d e p a r t m e n t o f 
k AGRICULTURE a 
Lovin' Cared For Fresh 


U.S. Gov't Graded Choice 
U S C h o ice 
BONELESS 
BEEF STEW 


Bred and fed to be plum p and 
meaty while young and ten­ 
der For normal frying, figure 
about one pound per serving 


Braising Strips 


Smoked Snusoge 
u, *1 
[HAM 
PRICE 
SLASHED 


Fully Cooked— Regular 
16-19 Lb. Average 


TURKEY 
PRICE 
SLASHED 


Frozen 16-22 Lh. Avg 


Special feeding makes them rpunder 
and meatier than run of the mill tur­ 
keys Dependable results whether you 
use open or covered pan for cooking 
Always is tender, moist end juicy 


IjF " 
In-the pink for flavor 
and tenderness. Cen be 
warmed 
and 
served 
or 
served 
cold 
About 
2-3 
servings per pound. 


Regular or Jumbo 


O n e c o u p o n p er c u s t o m e r V a lid J u ly I th ru 
J u ly 7 1 9 7 4 S u b je c t to a p p lic a b le tax 


CINTER CUT 
HAM SLICES 
ii 29 


O n e c o u p o n p er c u s t o m e r V a lid J u ly I th ru 


J u ly 7 1 9 7 4 S u b f c l to a p p lic a b le lax 
12-0*. 
Pkg. 


r 
With coupon and purchase of 
I Pkg. Fresh Pork Sausage Links or Bulk 


Quarter Pork Loin Sliced Into 


O n e c o u p o n per c u s t o m e r V a lid J u ly 1 th ru 
J u ly 7 1 9 7 4 S u h ie c t lo a p p lic a b le tax 
In Handy 1, 3 or 5-Lb 
Flavor Seal Pack 
Silver Platter 
• U S Q L o a ) 
IB 
• O liv e L o a f 
l l 
• S lic e d B o lo g n a 
I 
• G a rlic B o lo g n a 
I 
• B a e l B o lo g n a 
I 
• C o t to S N a m i 
I 
• H o n e y Lo a! 
I 
• P S P L o a ! 
I 
• L iv e t C h e e s e 
I 
I • L u n c h e o n l o a l 
I 
I • 
S a la m i lot B e e t 
I 
I • 
B a e l Coho S a la m i 
I 
I • 
f a m ily D u t c h 
I 
I • 
N e w E n g la n d L o a ! 
I 
I . H a m a C h e e s e L o e l 
I 
I • H e r d S a la m i 
I 
I • H e a d c h e e s e 
I 
I • C o r n e d B e a l 
I 
I • B r a u n s c h w e ig e r T u b e 
I • San dw ich S p r e a d T u b e 
I 
• G e r m a n B o lo g n a 
I 
• B a e l S u m m e r S a u s a g e 
I 
• C h o p p e d H a iti 
____ __ 


With coupon and purchase of 
Any Two 8-oz. Pkgs. 


Kroger 
1 * ■ Beef Wieners 
JI Meat Bologm 


O n e c o u p o n pet c u s t o m e r V r ird J u ly I th ru 
J u ly 7 1 9 7 4 S t i p e l to a p p lic a b le ta x 


■.Bvt < Ox VON 


VAIUAHII COUPON 


Prices 
Effective 


Prepared 
K r o g e r Wiener. Egg, Onion. Sesame oj 
Polar Pak Chocolate or 
With coupon and purchase of 
One 6 o r Jar 


O n * co u p o n per cu sto m e r V alid J u ly 1 thru 
J u ly 7 1974 S u b je ct to a p p lic a b le ta* 


Vt-Cal. 
Cia. 
16-ox. 
Battles 


Plus Tax and Deposit 


With coupon and purchase of 
One 1 Lb Ctn. 


P la in . R ed R aspberry. Blu eberry. S tra w b e rry. 
O ran ge P each . A p n co t/P m e a p p le . B la c k C h erry 
C h e rry G ard e n B anana S p lit 
Kro g er H om a S ty le or B u tte rm ilk R efrigerated 
K roger Large or S m a ll Curd 
K ro g e r M id g e t Longhorn 
COTTAGE 
CHEESE 
TEXAS 
BISCUITS 
COLBY 
CHEESE 
4 J 
C tn s 
■ 


O ne cou p o n per cu sto m e r V a lid Ju ly 1 thru 
J u ly 7 1974 S u b je ct to a p p lica b le ta* 
pi„» t» 
G a llo n 


w h a t * A p p lic a b le 
Ju g 
1 2 - o i 
Tube 


Kroger 
All Flavors 
vondale Chunk. Crushed or 
Village Bakery 
Halves or Quarters 
SLICED ' 


Andale PINEAPPLE 
BIG %%K " 
BEVERAGES 


With coupon and purchase of 
Two- 18-ox. Bottles of Kroger 
Hickory Smoked. Hot. With Onion or Regular 


One coupon per customer V a lid Ju ly I thru 
July 7. 1974 Subject to apjslicatole tax 


Kroger 
Tangy 
Franco-Americen 
SPAGHETTI'S c; 


Or*# co u p o n per cu sto m e r V a lid J u ly 1 thru 
p>»July 7 ,1 9 7 4 SuH ject to a p p lica b le tax 
AH Varieties Frozen 
Except Beef end Ham 
^ Kroger w r J 
Frozen 100% Pure Unsweetened. 
Packed In Oil 
Kroger w/Sugar ft Lamoni 
Morton's Frozen Beef. Turkey or 


K U K l MIX 
MAC. & CHEESER 
: 
dinner 
r n 


AVs-ei. 
V Camis 


P lu s tax w h e r e a p p lic a b le 


O n e co up on per cu sto m e r V a lid Ju ly 1 thru 
J u ly 7 1 9 7 4 S u b je ct to a p p lic a b le tan 
All Flavors (plus Tax) 


ii 


Triple Fa m ily Pak 
A e ro s o l 
BIG ” K 
BEVERAGES 
Fresh 
SWEET 
CORN 


,ue Lem, 
• Va m I if 


C o la te 


S 
H 
O 
W 
, " 
With coupon and purchase of 
One 3-oz. Jar 
Regular, Superhold, 
| 
Unscented, Super Unscented 
^ 
Plain, 
~ J 
Cheese or Onion Refrigerated 
Chicken Noodle 
Solid 
Swenaoft 


One coupon per cu sto m e r V a lid J u ly I thru 
July 7. 1974 Subject to a p p lica b le tax 


With coupon and purchase of 
One 9-Lb., 13 oz Box 
San Giorgio 


Spaghetti™. Elbow M acaroni or 
Shrek Platinum Plus Injector 
' ^ 
Ch eese Frozen 
Hom e Permanent 
M ix 'n Drink 
pilg. 8 9 
Instant Milk 
* 


VV etc ha de 
A ^ . 
Frozen 
— 
Grope Drink 
“,°n 4 1 
Moor-Rings....... 2 


Unbreakable and Dishwasher Proof 


Each 
SWEET RIPE 
CANTALOUPES 


Vaseline Lotion 
Assorted Colors 9 Vi 
Je n o s D o u b le 


O n e cou p o n per cu sto m e r V a lid Ju ly 1 thru 
July 7 1974 S u b je ct to a p p lica b le tax 


With coupon and purchase of 
One 1-Lb. Carton 
Home Pride 9 
Hillcrest 
Kroger 2% 
Sungold 


O n e cou p o n per cu sto m e r V a lid J u ly 1 thru 
J u ly 7. 1974 S u b je ct to a p p lic a b le tax 


Com 
Co* ta* 
Synip 
Spice 
sa-t v 
Flavors. 
rtnenC 


Gallon 
Carton 


With coupon and purchase of 
One 10-Lb. Bag 
16-01. 
Loaves 


With coupon and purchase of 
One 35-oz. Box Dishwashing 


O n e c o u p o n p er c u s to m e r V a lid J u l y 1 th ru 
J u l y 7 1 9 74 S u b je c t lo a p p lie s h ie td« 
O n e cou p on per cu sto m e r V alid J u ly 1 thru 
J u ly 7. 1 9 7 4 S u b je ct to a p p lic a b le tax 


LET KROGER HELP YOU PACK 
YOUR PICNIC this JULY 


V 


lf* - 
ti 
SS 


. i \ Y 


DON'T FORGET THESE 
PICNIC 
STUFFIN’S 


Kroger H am burger 
Hot Dog or 
SWEET 
RELISH 


1 0 - o s . 
Jot 


a 1 


K r o 9 ® f 
* 


Avondale 
PORK & 
BEANS 


1 5 Y ^ o s . 
Cans 


GIRMAN 
POTATO SALAD 


l * i U o 
y o u n g 


C o u n t y Ova*' 


^Biltmore Luncheon or* 
SANDWICH 
JSk 


LOAF 


1 2 - 


% 


/J 


^SANDW ICHES JUST AREN'T G O O ir 
W IT H O U T BREADS FROM 
GOLDEN 
HEARTH 


Lite or 
BAVARIAN 
DARK RYE 
Iii { 


, 24-ox. 
Loaf 


diced 
V I 
». 
---------------- 
ipUMPtKNtCKEl 
SESAME 
Y 
« (■< (VIENNA BREADY 


^ 
O 
il 
4 
loo! 


Village Bakery 
OLD WORLD I rBEmCh 
RYE BREAD ( g jt 0 


20-ox. 
Leaf 


* s s s s « 


Poppy or Sesam e1 
KAISER 
ROLLS 


12 ct. 


K 
l 
T k « . 


/■' 
A r -------------- 
!W- 


*■ 
- 
A K 


TAKE YOUR PICK FROM KROGER'S EXCELLENT LINE OF 
PICNIC VARIETY MEATS 


CENTER CUT 
S t 2 9 
>h a m slices ■- 


IP 


3 to 5 Lbs 
FRESH 
„ HARVEST 
SPARERIBS ^ w ieners 
"IQ 
r n W 
.W 


I Vi Lb 
P kg 
$ 1 4 9 


K ro g « r 


b i PIECE 
. / bo lo g n a 
..Lb 


Kroger 
MEAT 
WIEHERS 


V*" 
MT 


Fresh 
"Cole Slaw . Potato or M acaroni1 
DELI-CHEF et— 
,- 
_ 0 t 
SALADS 


C 
J 


p4 ir iij 


:or Picnic Time . . . For Any Time . . . Serv? 
CHILLED WINES 


.es 


| 
\ 
\ 
t 
l 
K 
s 
" 
5th $2 31 
r j i a i . . u< * 5 in 
i 
" ■ 
GIACOBAZZO </ ,4*fA Rose / **"«■* 
LAMBRUSCO / 
/ 


/j : 
Btl. 


Half Gallon $4 47 
64 o, $5 J0--- ITA YLOr S 


$2 18 


c# O V lt L * 
SSS*' 


S N * 


V eneer j 
RUBEO 
WINE 
5 th 


Req R e ta il Price Per B o ttle 


in sto re s w ith p e rm its 


Gallo Chianti. 
Rhinegarten or 
LWIN ROSE WINE 


* * 
* 
$ 
1 
3 
6 
Sib 


Get 
up 
to 
TOP VALUE STAMPS 
WITH COUPONS BELOW 


C A 
EXTRA TOP 
D U VALUE STAMPS 


W ith c o u p o n a n d p u rc h a s e 


o f S e rv e N S a v e 
SLICED 
BACON 


O n e c o u p o n p e r c u s to m e r 
Val.cl July I thru July / 1 9 / 4 
S u b le t t to a p p *u a b le t a* 


I OO 
extra T° p 
VALUE STAMPS 


W ith c o u p o n a n d p u rc h a s e o f 


3 Lbs or Larger 
BONELESS 
BEEF ROAST 


O n e c o u p o n p e t c u s to m e r 


V a lid J u ly I Mwu J u ly 7 1 9 /4 
S u b le t t to a p p lu A ble t J* 


I A A 
EXTRA TOP 
I UU VALUE STAMPS 


W ith c o u p o n a n d p u rc h a s e o f a n y 


2 P k g s o f C e n te r C u t Rib or 
LOIN 
PORK CHOPS 


Otw* - o .jp o u p m c u s to m e r 


V .did J u ly I t h r u J u ly / 
1 9 /4 
S n ip e , f to a ppt* y.if. t ,41 


I A A 
e xtr a t o p 
■ UU VALUE STAMPS 


W ith c o u p o n a n d p u rc h a s e o f 
a n y 3 Lb o r Larger P k g o f 
BEEF 
CUBI STEAKS 


O ne c o u p o n p e r c u s to m * ! 


V A it J u ly I th r u J u t* / 
1 9 /4 
S u b je c t to A p p lic a b le ta t 


E-Z FIX FROZEN 
SUMMER JUICES 


T R O llJ 


i 
t 
- 
' sit® 


Kroger 
FROZEN 
LEMONADE 


Pock 
( 6 - e x . 
Cons) 


Kroger 100% Pure 
[Florida Refrigerated 
ORANGE 
»■ i 
JUICE 


S t 
1 1 9 
Cans) 


Concentrate - 


with Lemon 
WEICHADE 
J I 
flit* 
■ 


d 
r ^ °b d a 


" m 
n 
MDW 


PROUDLY PRESENTS 
"JT WEXFORD 
CRYSTAL 
PUCE OF THE WEEK 


r n 
TABLE 
Si TUMBLER 
■ A t .* 


12 Ounce 33 


COMPLETER SETS 


FOR ONLY SI 29 


I A A 
e x tr a to p 
I UU VALUE STAMPS 


W ith c o u p o n a n d p u rc h a s e 


o f 2 P kg s o f 
COUNTRY OVEN 
COOKIES 


O ne coupon per custom er 
V alid July 1 th iu Jelly 7 1 9 /4 
Sublet t in a p p lic a b le ta * 


WA L B A B H C O U P O N 


C A 
EXTRA TOP 
DU VALUE STAMPS 
I 


W ith c o u p o n a n d p u rc h a s e 
■ 
o f O n e P a c k a g e o f 
■ 


FROZEN NOVELTY ■ 
B 
TREATS 
I 


One coupon per custom er 
L 


V alid July I th ru Ju ly 7 1974 
H 
S ubject to applicable ta* 
fps 


V A L U A B L E C O U P O N 


C A 
EXTRA TOP 
DU VALUE STAMPS 


W ith c o u p o n a n d p u rc h a s e 


o f 2 Lo a ve s o f 
KROGER 
BREAD 


One coupon per custom er 
V alid July 1 th ru Ju ly / 19 74 
S ubject to applicable ta* 


1 A A 
EXTRA t o p 
I UU VALUE STAMPS 


W ith c o u p o n a n d p u rc h a s e o f 


F ive P a c k a g e s o f 
KROGER 
FROZEN FOOD 


VA LU A ML I C O U P O N 
'n 
i s 


One 
ivp on p ei c u ilo m m 
V .e d July I th ru July 7 1974 
S u b le t to applu .tblr ta i J L 


1 A A 
EXTRA TOP 
I UU VALUE STAMPS 


W ith c o u p o n a n d p u rc h a s e o f 
2 P a c k a g e s o f 
GOLD CRIST 
MARSHMALLOWS 


One coupon per custom s 
V alid July I th ru July 7 1 9 /4 
Subje* t to app*H able ta 


V A L U A B L E C O U P O N 


I AA EXTRA TOP 
I 
I UU VALUE STAMPS I 


W ith co u p o n and pu rchase of ■ 
O ne I Lb Bag 
I 
SPOTLIGHT 
J 
BEAM COFFEE 
| 


SAVI 25 


O*>e co up on per custom er 
V alid July 1 th ru Ju ly 7 1 9 /4 
S ubject to applicable ta* 
I 
J L 


W ith co u p o n and pu rchase 
o f O ne 2 4 o* B o ttle 
SCOPE 
MOUTHWASH 


One co up on pei . n sto n iei 
Vakd July t I b m July 7 1 9 /4 
S ub)*! I to a p p le .hie i,n 


V A L U A B L E C O U P O N 


SAVE *1 .OO 


W ith co u p o n and pu rchase of 
One 8 oz Jar K roger 
FREEZE DRIED 
COFFEE 


One coupon pet custom er 
V ai* d J u ly I thru Ju ly 7 1 9 /4 
S ubject t i ' ip p li 
»bie ta* 


|®“ * 
s v 
SAVE to ­ 
rs1 


y t l V A i l l (O ueO H 
I 
I 
I 
L 


W ith c o u p o n a n d p u rc h a s e of 


O n e 2 4 oz J a r K ro g e r w ith 


S u g a r a n d L e m o n 
INSTANT 
TEA MIX 


O ne coupon per custom er 
V alid July I th ru July 7 1 9 /4 
S ubject to applicable ta i 


I I 
I I 
I I 
J L 


C 
EXTRA TOP 
/ D 
VALUE STAMPS 


W ith c o u p o n a n d p u rc h a s e 


o f 2 Lb B a g 
FRESH 
CARROTS 


O ne coupon pei custom er 
V alid July 1 ttn u July 7 1 9 /4 
S ub je ct to applicable ta* 


I I 
I I 
I I 
J L 


15-K K v l IS 
SAVE IO- 


W ith co u p o n and pu rchase of 
1 P ackage 12 co u n t 
ZANY ZOO 
| 
FRIZZER POPS 
I I 
I 


V A L U A B L E C O U P O N 


SAVI 25 


W ith co u p o n and purchase 
o f One 9 o * Can 


O ne coupon pei custom er 
V alid July t thru July I 1974 
S ubject to applicable ta i 
I I 
J L 


SURE 
DEODORANT 


O n e c o u p o n per c u m en 
V alid July 1 thru J illy 7 1 9 /4 
S ubject to applicable t 


I 
J 
'TI 
I 
I 
I 
J 


